NAVSHIPS 900,109 


Switches 


CLass 24 
SWITCHES 
CALL TYPES) 
RESTRICTED 


st 
N 

3 
5 


DeNELATOn [FIRST assicnan ror | ot EGRALNGN 


24000 RAA-RAB RE 24AA 118 
SWITCH, TOCGLE FIG 2 
SINGLE POLE - SINGLE THROW, DULL BLACK 
NICKEL FINISH - SILVER PLATED CONTACTS. 
CONTACTS RATED 1.0 AMPS, 250 VOLTS OC, 
3 AMPS, 125 VOLTS DC. 


(4562) 
8/22/32 CO/49K46 CRV/K-30066 
NOV. 43° IGA-1A-61 PT. 


24001 RAA-RAB RE 24AA 118 
SWITCH, TOGGLE FIG) 
DOUBLE POLE - SINGLE THROWs DULL. BLACK 
NICKEL FINISH - SILVER PLATED CONTACTS. 
CONTACT RATED 1 AMP 250V DC, 3 AMPS 125V 
OC. 
© CG49X48 1GA-2A-213 COBSSW-1007 


(4563) 
8/22/32 & SEE ABOVE CRV/K-30066 
MOV. 45 . Pr.t2 
24002 RAA-RAB RE 24AA 188 


SWITCH, TOGGLE : FIG 1 
SINGLE POLE - DOUBLE THROW 

DULL BLACK, NICKEL FINISH - SILVER 
PLATED CONTACTS. CONTACTS RATED 1 AMP 
250V 3 AMP. 150¥ DC. 


(4564) 
8/22/32 CGs49K47 CRV/K-30066 
NOV. 43 IGA- 5C-13 PT. 13 


24003 RAA-RAB RE 24AA 118 
SWITCH - TOGGLE FIG 3 
DOUSLE POLE - DOUGLE THROW. DULL BLACK, 
NICKEL FINISH - SULVER PLATED CONTACTS, 
CONTACTS RATED 1 AMP, 250V., 3 AMPs 125 
VOLTS DC. 
@CHH: 20905-6H ; 
CRVIK- 30066, PT. 14 COLZ266N103, REV 5 
8/22/32 CGsa¥X49 SEE ABOVE 
MAR. 44 1GA-46-20 


24004 CF NAF #38951 
SWITCH - THROTTLE Hi124-00 
SEND - RECEIVE 


3/3/33 
AUG. 43 


CYN 24005 064263 
SWITCH 
FIVE POINT ROTARY. 


8/28/33 CRV/K-8150146 
nov. 41 REV. O 


crv 24006 DO,1,2,3 
SWITCH 
ANTI-CAPACITY DOUBLE POLE - DOUBLE THROW 


(4647) 
9/5/33 C2VEK-801840 CI 
AUG. 42 sus 3 
. 


cen 24007 QB 
SWITCH - PRESSURE 


2/1/34 
NOV. 41 


665197 O ~ 45 ~ 22 


Class 24—Switches 


SHARK, eves assionen ror | AYE SRAWING, 


3.24-1 


HAT First assigned FoR | GRAM ARAMING, 


' 
24008 GENERAL USE RE 24AA 836 
SWITCH - ANTENNA 
DISCONNECT 
FOR USE WITH TRANSMITTERS UP TO 2 KW 
OUTPUT; USES TYPE - 61050 INSULATORS. 


2/16/35 
NOV. 41 


24009 GENERAL USE RE 24AA 196 
SHITCH - ANTENNA 
DISCONNECT 
FOR USE WITH TRANSMITTERS OVER 2 KW 
OUTPUT; USES TYPE - 61052 INSULATORS. 


2/16/35 
NOV. 41 


ccT 24010 NM-3 & QC-3 


SWITCH - 2USH BUTTON 
DOUBLE CONTACT 


3/19/35 34 CRV/K-823291-9 
NOV. 41 REV. 0 


cym 24011 RAK & RAL 
SWITCH - ROTARY TAP 
SINGLE GANG - 40 CONTACTS. 


RCRVZK-876716 REV O 


4/25/35 1510 MOO. CRV/K-815735-1 


AuG. 43 REY. O RSEE ABY 


. 


CYM24012 = RAK & RAL 
SWITCH - ROTARY TAP 
SINGLE GANG - S CONTACTS 


4/25/35 1515 MOD. CRV/K-815735-2 
NOV. 41 REV. O 


cac 24013 GP 

SWITCH - TOGGLE ; 
DOUBLE POLE - SINGLE THROW. RATEC 6 AMP 
250 VOLTS OR 12 ANPS. AT 125 VOLTS AC. 


CRVSK-825088-1 
REV/TS 8166 REV I 
NOV. 43 CHV 3181235 


cHH 24014 cP 

SWITCH - PUSH BUTTON 

SINGLE MOMENTARY CONTACT, NORMALLY OPEN; 
RATED 3 AMPS, AT 230 VOLTS. 


CRVzK-825087-1 REY $ COL:262Nt05, REV 1 
CHZ:SW-1016, Kev O 

7/8/35 3592 “SEE ABOVE 

MAR, 44 


cHw 24015 GP 
SWITCH - ROTART TOGGLE 
DOUSLE POLE - DOUBLE THROW. 


7/8/38 1576 K-818901-1 
wOoY. 41 REV, ft 


RESTRICTED 


crv 24016 cP 

RELAY = POWER 

DOUBLE POLE - SINGLE THROW 
COIL: 12 VOLTS D.C. 


Ties LEACH #1204 M-409327 
Nov. 41 7 


cau 24017 «= RAG-18RAH-1 

SWITCH LEVER KEY TYPE 

NORMAL POSITION: 4 CLOSED CONTACTS, 
POSITION #1: BREAK TWO; POSITION #2: 
BREAK TWO. 


8/2/35 CHS/D- StA-15 
NOV. 41 


cya 24018 RAG & RAH 
SWITCH - PUSH~PULL TYPE 
SINGLE POLE - DOUBLE-THROW, 


9/3/35 2003 
NOV. 41 


CHS/0-SOwW-252 


cau 24019 RAG&RAG-1 
SWITCH - LEYER KEY TYPE 
FOUR POLE - DOUBLE THROW 


9/11/35 CHS/D-50W-266 
NOV. 41 


crm 24020 RAB-3 
SWITCH 
THREE-GANG ROTARY - SEVEN CIRCUITS. 


32/20/35 »  GRV/M-443175-1 
NOV. 41 


RP- 24021 0D356-408 00364867014 
SWITCH 
ANT. DISC. GROUNDING SWITCH 


6/8/36 
NOV. 41 


coc 24022 un 
SWITCH - ROTARY TAP 
DPOT ROTARY.3-9/16 “ SHAFT 


9/25/36 SPECIAL 
NOV. 41 


CRR/TE15-1-A 


CoC 24022-a LM-4aLM-4a 

SWITCH + ROTARY TAP 

DPOT - ROTARY - SHAFT LENGTH 3-9/16 " 
SAME AS - 24022 EXCEPT IMPROVED MATERIAL 


b2/19/395 CRR2C°S6520-F 
AUG. 42 REV. 6 


MEATS BRANT. 
NAVSHIPS 900,109 


3.24-2 
[SEAR [esr assion ron | RAR OHMISH 


coc 24023 Lu 

SWITCH - ROTARY TAP 

DPT ROTARY SAME AS 24022 EXCEPT 
4-0/16 " SHAFT. 


9/25/36 SPECIAL CRR/1615-2-A 


MOV. 41 


coc 24023A LH-4,LN-4A 

SWITCH, ROTARY TAP3 

DPOT ROTARY SHAFT LENGTH 5”, SANE AS 
-24023 EXCEPT IMPROVED MATERTAL AND 
SHAFT LENGTH. 


12/19/39 ; CRRIC-56520-2 
Auc. 42 REV 0 


coc 24024 LM 
SWITCH - ROTARY TYPE 
DPDT ROTARY. 


9/25/36 SPECIAL CRR/A2022 
NOV. 41 


coc 24024A GR & RAP 

SWITCH - ROTARY TYPE 

DPOT ROTARY ~ SAME AS TYPE-24024 EXCEPT 
IMPROVED COMPONENTS. 


1/24/40 ~SPECIAL CRR SC - 6655 B-F 


AUG. 42 ; REV 6 
24025 Ls RE 24AA 198 
SWITCH TOGGLE Fic 1 


OPST TOGGLE, 1 AMP AT 250 VOLT, 3 AMP AT 
126 VOLTS, 1/4" NOZZLE LENGTH - 15/32" - 


32 THREAD. 
9/25/36 CHH/20902 CRRIA-3500-2 
NOV. 41 


240254 se-2 RE 240A 118 


4bTCH TOGGLE: 

2ST TOGGLE SWITCH, CONTACTS RATED 1 AMP 
1 280 VAC. 3 ANPS AT 125 VAC. 117169 
‘ANK Of acRddSt SAMe AS °24025 SHANK 


AREAD 15/32" -32. 
(CHD 


COSK+35J299 REV O:P-173325P-4 REV II 
42/42 CoH #20902-ET @ SEE ABOVE 
AR. 43 : 


24026 RAA RE 24AA 116 
TOGGLE SWITCH - ROTARY Fis 4 
TYPE; SPOT 1 AMP AT 260 V, 3 ANP AT 125 
VOLTS (RECLASSIFICATION OF NAVY TIPE 
~23024). 


10/31/36 (CHH) 


CRV OWG:61550 
NOV. 41 : 


CYR 24027 * SEE BELOW 


SWITCH - ROTARY TAP 
} SECTION, 2 POLE, 5 POSITION SWITCH 


3/4 ° SHAFT. 


* OF-4, 5, 6 & DQ-1. 
12/22/36 #8-110006 
AUG. 45 


. GRV/A-80871-% 


NAVSHIPS 900,109 


Class 24—Switches 


First ASsine FOR | cHAMLARAWING 


RV 24028 * SEE BELoN 
ENSE SWITCH 
POT 


OP-4, 5. 6 & DQ-t. 
2/22/36 W-302225 
OV. 41 


B-4135229-50! 


crn 24029 RAK-2,RAL-2 
SWITCH ROTARY TAP 
ELEVEN POSITION 3/4 " SHAFT. 


, 


W/26/37  1211,11 POENT CRV/K~B508 87-1 
NOV. 41 MODIFIED 


CYM 240294 GENERAL USE 
SwWiTcH - ROTARY TAP 
SAME AS - 24029 EXCEPT 2-3/8 “ SHAFT. 


3/2/38 ran 
wOV. 41 


¢c- 24030 TBO & ¥80-% 
SWITCH 


ANTENNA COUPLING, PA TAP & SEND-RECEIVE: 


(N ONE FRAME SPECIAL SWITCH ASSEMBLY. 


2/8/37 WL~7660058 G1 T-7660058-1 
NOV. 41 ; REV. 6 


cc- 24031 Teo & T80-1 
SWITCH - ROTARY TAP 


3 POSITION, 2 BANK, 4 CIRCUIT; REAR BANK 


A, FRONT BANK A, FRONT BANK & & REAR 
BANK 6: SINGLE CIRCUIT, 3 POSITION. 


278/37 NL-7660088 G2 T-7660058-2 
MOY. 4! REV. 6 


c- 24032 TB0&TBO-1 

WITCH - ROTARY TAP 

POSITSON, 2 BANK, 3 CIRCUIT$ FRONT 
ANK A, REAR BANK A REAR BANK-~sSINGLE 
IRCUIT, 3 POSITION. ; 


18/37 ML-7660058 GS T-7660058-3 
ov. 41 REV. §& 


24033 180 @ Teo-1 RE 24Ak Ite 
11TCH- TOGGLE : 
207 : 


CRV OWG. M-420278-13 REV 53 & 

2 OWG, #-7462453, PT 1, REV 3 

8/37 CG/43X36 *SEE ABOVE 
Wwe 47. GASCI 


24034 180 & TBO-1 RE 244A 138 
SWITCH - TOGGLE 
DPOT MOMENTARY CONTACT ON ONE SIDE. 


3/8/37 CGSIGASCI2 CGSM-7462441 
NOY. 41 PY tb, REV. 4 


OEE 
RESTRICTED 


ra 


[EAGER [ras asscnan ron | otAVE RAH, 


24035  SUBHARINES RE 24F 518 
SwiTCH 
4 POSITION ANTENNA SELECTOR SWITCH- 
(FIRST MADE BY RP) 


3/8/37 
NOV. 41 


cCYM 24036  ¢RY-35000 
SWITCH - ROTARY - TAP 

SINGLE GANG, 2 CIRCUITS OF 5 CONTACTS 
EACH. 


10/8/57 1315 MODIFIED CRY/KX-2840356 
AUG. 43 - 


cao 24037 Qc-7 
SWITCH -PUSH BUTTON 
START STOP, WITH INDICATING LAMP FOR 

TYPE ChO-21280 MOTOR CONTROLLER STARTER 


S4Z2RE21 51 6974 


10/14/37 (CBMI766 
wov. 41 


cae 24038 ac-§ VOREZTIISISA 
SWITCH-PUSR BUTTON 

S.P.S.T. NORMALLY CLOSED EMERGENCY STOP 
BUTTON FOR HOSSTING MOTOR. 


10/28/37 SPEC 24350 


MOV. 45 (COBND5208 


can 24039 3u-6 
S¥iTCH 
SINGLE POLE 3 WAY 


11/22/37 446Q CBM :SK-3 880 
BOY. 41 


€84 24040 = AE-6, QC-ba 


SWITCH 
CHANGE OVER SKMITCA. 


11/24/37 376¢ 
NOV. 4t 


24041 IWH-2 & LH-3 RE 24AA 148 
SWITCH TOGGLE FIG 2 
S.P.S.1. 3 AMPS AT 12S VOLTS, | AMPS AT 
250 VOLTS. 


1/10/38 CGfGAt-AS CRY¥SN-420278- 
J AUS. 42 b2-REV. 13 


CAE 240410 6Q 


SWITCH TOGGLE 
S.P.S.T.; 3 ANP AT 260 VOLTS. 


6/23/38 8295 MOD, CRR/QB-7793 
HOV, 41 


AAR. 


240418 sc-2 
_ SWITCH TOGGLE: 
_ ; SPST, 3 AMPS AT 250 VOLTS AC, LUG 
TERMINAL SAME AS -24041 EXCEPT FOR. 
RATING. NORMALLY OPEN. 


RE 24AA 138 


*CG2K-7889424 : 
6,18/42  CHH: #20991-8 CG2K-7875315-1 
MAR. 45. COSHIGAIAION REV 4 # 


oY 24042 6Q 
SWITCH - ROTARY TAP 
t POLE 6 POSITION, CERAMIC INSULATION. 


: ‘1/01/38 RN CRRIA3EBSF - 
: AUG. 42 REV 6 
cFs 24043 GENERAL USE RW 10A 133 


ANTI CAPACITY SWITCH SHEET. 36¢ 
4POT, NEUTRAL CENTER, LOCKING IN ALL 
POSITIONS. 


(1424) 
3/2/38 
NOV. 41 


cHH 24044 MISC. SOUND 

SWITCH - PUSH BUTTON 

D.P.S.T. NORMALLY OPEN, RATED i ANP AT 
250 OC, 3 AMPS AT 125V AC. 


3/27/38 3594 4 
MAR. 45 C€34:5746-6 


CBNS746+2 


cun 24045 Isc SouND 
SWITCH - PUSH BUTTON 
D.P.0.T. (PHENOLIC BUTTON) 1 A 260 V3 3 
A125 V. 


3/2/38 © -3599-C_ 
NOV. 41 CBM TYPE 746-2 


COR: 746-2 


CHH 24046 HISC. SOUND 


SWITCH + ROTARY TOGGLE 
S.P.S.T. 2-3/4" SHAFT &6" WIRE LEADS) 


14250 V; 3 A 125 Ve 


3/2/38 3562 OW 
NOV. 41 COM TYPE 746-54 


CBM3748-15 


crn 24047 GENERAL USE 
SWITCH - PUSH BUTTON 
SINGLE POLE, HAKE CONTACT,, NON LOCKING. 


CRVEK-84353529 
REV. G CNASD776 


4/8/38 2001 
MAR. 43 


coc 24048 £Q 
SWITCH ROTARY TAP 
2 POLE 4 POSITIONS. 


4/13/38 10207-H1 
AUG. 42 


CRRQB6B9t B- 
REV. 2 


Class 24—-Switches 


coc 240484 GR & RAP 

SWITCH + ROTARY TYPE 

2 POLE 4 POSITIONS - SAME AS~24046 
EXCEPT FOR IMPROVED COMPONENTS. 


1/24/40 SPECIAL 
AUG, 42 


CRRzQBE89t0 


cHH 24049 cq 
SWITCH TOGGLE 
S.P.S.T. 10 AMP*AT 125 VOLTS. 


4/13/38 803238 
AUS. 42 : 


CRR3Q85506 
REV. 4 


CHH 24049-a GR . 
SWITCH - TOGGLE 


- SPST; 10 A AT 125 V DC; SAME AS CHH 


24049 EXCEPT. THE SWITCH ARM 1S MADE OF 

LINEN PHENOLIC INSULATING MATERIAL & THE 
SPACER BETWEEN CONTACTS IS MADE GF PAPER 
PHENOLIC INSULATING MATERIAL. THE ENDS 

OF THESE PARTS ARE TREATED WITH VARNISH. 
10/29/39 80323-8T CRR:Q85506 

AUS. 42 REV 4 


coc 24050 Ld-4 
SWITCH - ROTARY TAP 
DeP. 3 POSITIONS 


4/28/38 TYPE H SPECIAL CRR3A 9338 A 
NOV. 41 


coc 24051 Lo-4 
SWITCH - ROTARY TAP 
3 POLE 3 POSITION. 


4/28/38 TYPE H SPECIAL CRRSAG6796- 
NOV. 41 REV. 0 


CBN24052 DU,DV & DW 
SWITCH = ROTARY TAP 
2 GANG; EACH SECTION 2 POLE 4 POSITION. 


4/29/38 CRR AII088 
NOV. 41 


CRRZAI1O88-A 


cen 24053 DV'& Dw 
SWITCH - ROTARY TAP 
3 GANG; EACH SECTION 2 POLE 3 POSITRON. 


4/29/33 CRR AYI087-1 
NOV. 41 


CRRSATTOBTA 


cen 24054 oy 
SWITCH + ROTARY TAP 
3 GAGs EACH SECTION 2 POLE 5S POSITION. 


4/29/38 CRR A-11087-2 
NOV. 41 


CRRIAPITOSZA 


TERE | aeNAE ROTA 


RESTRICTED 


3.24-3 


cY¥ 24055 ° * SEE BELOW 
SWITCH +. ROTARY TAP 
2 GANG 12 POSITION CCERAMIC INSULATION) 


* TBL-2/3 SPEECH INPUT. 
8/4/38 RM SPECIAL “CRVEM-408013 
NOV. 41 REY. 0 


CAE 24056 QCA 

ON-OFF SWITCH: 

ONE SPST SWITCH NORMALLY OPEN (FOR 
STARTING) AND ONE SPST SWITCH NORMALLY 
CLOSED (FOR STOPPING), 


6/10/38 CeM:sziP 
AUG. 42 


24057 GENERAL USE RP 24F 108A 
ANTENNA SWITCH RE 24F 620 
S.P.D.T. WITH PROVISIONS FOR OPEN 
CIRCUITs USES 4 4" STANDOFF INSULATORS, 
ENCLOSED. : 


7/7138 
NOV. 4} 


cym 24058 CxX 

SWITCH - ROTARY TAP 

SINGLE GANG: 3 CIRCUIT - 3 POSITION, 
30° SEPARATION NON SHORTING TYPE; SHAFT 
LENGTH 2", 


7/26/38 = FST3L C¥M3BET 0086 
ocr. 42 i REV 6 


cyM 24059 = CXx 

SWITCH - ROTARY TAP 

TWO GANG; EACH SECTION 2 CIRCUIT, §& 
POSITION 30° SEPARATION, NON SHORTING 
TYPE, SHAFT LENGTH 2", 


7/26/38 F325L CYM:8110089 
OCT. 42 REV 9 


cae 24060 QBA-1 
WASTER PUSH-BUTTON SWITCH 
INCLUDES THO INDICATOR LIGHTS IN SERIES 
AND TWO S.P.S.T. MOMENTARY SWITCHES -ONE 
NORMALLY OPEN AND THE OTHER NORMALLY 
CLOSED. RECLASSIFIED HUMBER FOR 21112. 
521G USES COMMERCIAL PHENOLIC IN LANP 
SOCKET, WHILE 521M USES APPROVED 
10/4/38 CBM 5216 

HOV. 41 52H 


TOREZIY 1465A 


PHENOLIC. DOES NOT INCLUDE 
PILOT LANP. 


24060 


cHH 24061 TeK-8 
SWITCH ~ PUSH BUTTON 
S.P.S.T. NORMALLY CLOSED. 


11/14/38 CRVEK-8230R7-3 
NOV. 41 REV. 4 


ORVACTHETS | AACE | 
NAVSHIPS 900,109 


3.24-4 


Class 24—Switches 


[santas [ruse assonee rox Tiernan |] [seh rns asm rox] Aman | HANS 


cc- 24062 Go-4 
SWITCH - TOGGLE 
0.P.S.T. 20 AMPERE 250 VOLTS. 


11/23/38 235685 K-2082069 
Nov. 41 ; REV. 0 


cao 24063 Qcy & QCK 

LIMIT SWITCH ; 

t AMP-250 V. OC MAX 5 AMP*440 V. AC MAX 
C2 S.P.S.T. WITH ALTERNATING CONTACT). 


11/25/38 N47-14 CBH:5 46-639 


NOV. 41 


CHH 24064 TBX 

SWITCH, TOGGLE; 

SINGLE POLE, DOUBLE THROW, ONE BREAK PER 
CIRCUIT, 10 AMP AT 128 ¥ DC. 


5/17/39 8929-F CGsK-7871291 
MAR. 42 . Rev i 


cae 24065 *SEE BELOW I19RE2TZIS2TA 
START STOP SWITCH 

WATER TIGHT TWO-BUTTON PUSH-BUTTON 
INOICATING START STOP CONTROL. 

ALUGINUM CASE. 


* WM-13 8 NM-f3a. z 
6/19/39 CBM:3621Q Con:689t 
JUNE 42 ALT. O 


cae 24066 TBX 

TOGGLE SWITCH: "i 

OPST, RATED 6 AMPS AT 250 VOLTS AC OR 12 
AMPS AT 125 VAC, | HP AT 250 VOLTS. 
MCPDS223-115975 .CBOMS746-222,CGSK-8685085 
CGSK-7874607 REV 7eCDUSD0-SOZ7-A 

bw Ac > SrectaL B2e2 whi 9Y/S2° BUSHING, 
CHH-80600 AND 806000 

8/22/39 @ SEE ABOVE CGSR-SB52246AA- 
MAR. 45 i) REVO # 


CHH24066A MARK 8 
TOGGLE SWITCH: DPST. 
RATED 6 AMPS AT 250 VOLTS OR 32 AMPS AT 
125 VOLTS. SIMILAR TO -24966 EXCEPT HAS 
3/32" HOLE IN HANDLE, 


5/5/42 CHH:806000 MOD. CWSES0-682060- 
MAR. 43 ISSUE 1 


cay 240567 TBK-9 

INTERLOCK SWITCH 

THO ELEMENT. CONTINUOUS CAPACITY 10 AMP 
AT 110 OR 220 VOLTS AC OR DC INIERRUPT- 
ING RATING 7 1/2 AMPS AT T10 OR 220 
VOLTS A.C. 5 ANP 125 VOLTS DC COW INDUC- 
TIVE LOAD Z t/2 AMP 250 VOLTS OC. LOW 
sr-7706809G-1 SUB 2, GE TYPE GE Stat 
9/22/39 CAY:S#867378 *SEE ABOVE 

DEC. 44 


INDUCTIVE. 


caY- 24067 


NAVSHIPS 900,109 


CG- 24067-A WARK 8.9. & 10 

UNTERLOCK SWETCH 

2 ELEMENT, SPST. CONTENUOUS CAPACEEY 80 
AMPS AT #10 OR 220 VOLTS AC OR OC. 
INTERRUPTING RATENG 7 B42: AMPS AT 110 OR 
220 VOLTS AC. & AMP 125 VOLTS DC LOW 
#NOUCTEVE LOAD 2 44/2 AMPS 250V OC LOW 
CNDUCTEVE. SAME AS +24067 EXCEPT THAT 
6/26/42 CG27460350-G4 CWSESA-688452-1 
MAR. 45 MODIFIED (SSUE J 


cG-24067-A 
CONTACT DISC tS SILVER SOLDERED TO THE 
WERELOOP AND EDGES OF ‘CONTACT DISC HAVE 
BEEN ROUNDEO OFF. 


cG- 24067-8 

INTERLOCR SWITCH 

2 ELEMENT SPST. CONTINUOUS CAPACITY 10 
AMP AT 180 OR 220 VOLTS AC OR OC. INTER- 
RUPTING RATING 7 1/2 AHPS AT 110 OR 220 
VOLTS AC. & AHP 126 VOLTS OC LOW tNOUC- 
TIVE LOAD. SAME AS -24067 EXCEPT HAS 2 
ADDITIONAL HOLES ORILLED IN. IT. 

8/29/44 K-35d300 REV 3 
DEC. 44 


cas 24068 T8K-9 
REMOTE-LOCAL SWITCH 
4POT. CONTACTS RATED 2 AMPS AT 250 VOLTS 


9/22/39 339-A CAY:M~7407251-1 
NOV. 41 ; sue. 0 


coc 24069 TBK-9 

LEVER SWITCH 

(FOR REPLACEMENT USE-24069A) 

OPOT CAM LEVER SWITCH OPEN NEUTRAL, LOCK 
IN UPPER POSITION, NON LOCK IN LOWER 
POSITION; CONTACTS RATEO 2 AMP 125 ¥. DC 
& 10 ANPS AT 125 VOLTS AC. 


10/3/39 GCL-27-29-28-30 CCC3D-3683 
AUG. 43 


CCC 24069A *SEE BELOW 

LEVER SWITCH: OPOT OPEN 

NEUTRAL CAM LEVER SWITCH; LOCK IN UPPER 
POSITION, NON-LOCK IN LOWER POSITION, 
CONTACTS RATED 2 AMPS, 125 VOLTS DC 4 10 
AMPS AT 425 VOLTS AC. SAME AS CGC-24069 
EXCEPT FOR IMPROVEMENTS IN PLUNGER. 

* TAJ-& & TBL-5 SERFAL 168 & UP 

8/3740 CGL-27-29-28- 

Wov. 41 30 GCL-1 


cHH 24070 RAS & RAW 

TOGGLE SWITCH SPST: 

3 AMPS AT 250 VOLTS. SLOTTED KNOB FOR 
(CAM OPERATION. : 


11/8/39 20994-L 20994-L 
Nov. 31 . 11/6/39 


cau 24071 Teo 

PRESS-TO-TALK HAND SWITCH 

OPST WITH INTERWAL CONNECTION TO GIVE 3 
CIRCUIT, SINGLE THROW OPERATION; 
MOMENTARY CONTACT TYPE. 


11/28/39 H-66486-6 GL-810 
HAR. 43 ISSUE 3 


RESTRICTED 


cHw 24072 teKk-9 

TOGGLE SwiTcH 

DPST; CONTACTS RATED 30 AMPS AT 289 
Yours. 


12/11/39 100006 CATs 7706730 
Wov. 41 “SUB. 2 


coc 24073 = ths-8 

LEVER SWITCH 

LOCK CENTER AND LOWER POSITION CRD 
UPPER) 4PDT; CONTACTS RATED 2 AMPS. AT 
125 VOLTS DG GR 10 AMPS AT 125 VOLTS ac. 


2/9/40 GCL-5555 CRRIC-SGET4A 
SEPT 43 

24074 oz RE 24KA 118 
TOGGLE SWITCH SPOT: FIG 1 


CONTACTS RATEO | AMP AT 250 VOLTS OC & 3 
AMPS AT 125 VOLTS DC. 


4/8/40 CHH CRVEM-~42G0278-14 
KOV. 4) REV. tS 


cry 24075  crv-sooss 
LEVER SWITCH 


- FOUR SPST CIRCUITS OPEN MEUTRAL; THO 


LOCK ANO TWO NON LOCK. CONTACTS # 18 
GAUGE PALLADIUM, RATED 150 WATIS, 3 AMPS 
WAX, AC OR DC. 


6/6/40 & CLASS 24 CRVIKS55 441 
NOV. 41 REV. 4 


cHH 24076 QcJ-2 & QCL 

INTERLOCK SWITCH 

SPST NORMALLY OPEN. CONTACTS RATED 3 
AMP, 250 VOLTS. PLUNGER DEPRESSED 1/4" 
TO OPERATE. PLUNGER RETURNS 3/8" TO OPEN 


7/11/40 2023E CRVSK-8188353-5 
NOV. 41 Sus. 2 


cc- 24077 TBA-4 
POWER TRANSFER SWITCH 
FOR 220 VOLTS, 3 PHASE, 60 CYCLES. 


10/15/40 HL-76613276)1 P-7763001 
NOY. 41 REV. 0 


cHH 24078 ze 

TOGGLE SWITCH 

SPOT: CONTACTS RATED 6 AMPS AT 125 VOLTS 
3 AMPS AT 250 VOLTS. 


10/17/40 s1021 CW:ES0-677306-1 
Nov, 41 ; ISSUE B(2) 


cHH 24079 26 

TOGGLE SWITCH 

OPOT; CONTACTS RATED 6 AMPS AT 125 VOLTS 
3 AWPS AT 250 VOLTS. 


*COUS0D -5O6E-A 
10/17/40 81012 CW3ES0-677306-2 
FEB. 45 ISSUE B(2) *# 


BANAT TE, 


_ 1 Class 24—Switches . 3.24-5 
[__eRALARES, Jase assiono ron | SHAPE AMANHB, BEAT, —_ rast assioneo ror | AMHR, [NLS [rast sewer | man, _| 


CHH 24079 28 ‘ 
TCGGLE SWHTCH 


DPDT; CONTACTS RATED 6 AMP AT 125 VOLTS rea ers a Sd tac ane cc- 24092 TAJ-43 
3 AMP AT 250 VOLTS. SAME DIMENSIONS AS Perry re . char Ae estier steece POWER TRANSFER SWITCH: 
24079; DIFFERENT SHAPE OF LEVER. BAWATE Ds ‘OABEN b FOR SIMULTANEOUS TRANSFER OF POWER 


ENSTEAD OF ALUMINUM CONTROL CI2CUITS FROM ONE MOTOR GENE 


RATOR TO ANOTHER. 


10/17/40 81012 CW2ESO-~677306-3 
Hoy. 41 issue CC3) 
2/27/42 CGrNL-776441761 CGLP-77646419 
nov. 4 REV 6 
cHH24080 828 ov. 43 


TOGGLE SWITCH 

DPST: CONTACTS RATED 6 AMPS AT 126 VOLTS coc 24085 = TBN-4,5.6 

3 AMPS AT 250 VOLTS. : LEVER “SWwITCh 
4SPST OPEN NEUTRAL SWITCHES; 2:MAKE & 
COCK IN UPPER POSITION & 2:MAKE & NON 
\LOCK IN LOWER POSITION; CONTACTS RATED 
2 AMPS AT 125 VOLTS DC OR 10 AMPS-AT 125 


cHH 24093 NNB-1 

PUSH BUTTON SWITCH 

MOMENTARY CONTACT, RATSO 1 AMP, 125 
VOLTS AC SPST. WOR“ALLY OPEN. (BUTTON IS 
EITHER RED OR BLACK PHENOLIC) 


10/17/40 81009 CW:ESO-677306-4 VOLTS AC. 

NOV. 41 ISSUE C63) . : *ORV:W-305839 P275, REV 7 
ery SGbsteko ese cou aee ee 4/29/41 3394 CRYSW-303337-86 
ude a ae MAR. 45 REV. | * 


cHH24081 628 
INTERLOCK SWITCH 


SPST NORMALLY OPEN; CONTACTS RATED & coc 24086 = 18H 4.5.6 ; cc 24094 Ten 
AMPS AT 125 VOLTS, 3 AMPS AT 250 WOLTS. LEVER SWITCH) POWER TRANSFER SWITCH: 
2 DPDT SWITCHES LOCK IN LOWER POSITION NOT PRRELMAUSLE: Tha og CUIGeHS PUDDLES ARE 
: NO THROW IN TO UPPER POSITION: CONTACTS PEC DOU SEE TaN Sod AS 


RATED 5 AMPS AT 115 VOLTS 60 CYCLES. ONE 
RATED .5 AMP AT 600 VOLTS OC & ONE RATED 
«5 AMP AT 1300 VOLTS OC. PROVIDES POWER 


RATED 2 AMPS AT 125 VOLTS DC OR 10 AMPS 
AT 125 VOLTS AC. 


10/17/40 81075 Ceci area TRANSFER BETAHEEN TYPE -20122 RECTIFIER 
. SSUE BC : ‘ bee 
HOVeo at 10/25/40 GCL-19-19-31-31 CAY:P-7707082-2 AND ATT ES 32209:;:0R 52206 TRAISHELTERS s 
AUG. 42 sue. 47, S/I/41 0 48Y28A1 pias 
CAY 24082 TABS NOV. 41 0 
ANTENNA SELECTOR SWITCH . 7 ; 
SPDT. SAME AS CAY-24145 BUT 1S APPROX coc cag oie TRK-118TBH-8 cHH 24095 faa-s 
1-1/2" LOWER. PEVER SW UTCH TOGGLE SWITCH: 
S ROLE” DOUBLE THROW” “LOCK “IN EACH SPOT ONE BREAK PER CIRCUIT. RATED 10 
POSITION; CONTACTS RATED 2 AMPS AT 125 Ginetai pee eOLTS Gc ELERTS ICALLY 
VOLTS DC OR 10 AMPS AT 125 VOLTS AC. HAS POUAL PO" BADER: 
PHENOLIC CAP ON END OF PLUNGER TO REDUCE 
10/20/40 P-7707556 BINDING, 
“ oe ° 2P- 7301 . Yoke 407° 
AUG. 42 suB. 0 Sia Gecalesecke eee per. @ CGzP-77067301 REV 0, CRYZK-360407-1 
teas 5/6/41  8929-DA @ SEE ABOVE 
: AUG. sue, 17 nine 
cay 24083 * SEE BELOW 
DC- POWER TRANSFER PANEL CAE 24088  NH-14B VOREZIIISS2A - 
FOR USE WITH DUPLICATE MOTOR GENERATOR MASTER SWITCH: eas ae TAB-5 
SETS. AND CONTROLLERS ON 1154220 OR 250 INCLUDES JNOICATOR LIGHT AND TNO SPST seh aaigeaee : 
VOLTS OC. START-STOP SWITCH IS ON SIOE NOMENTARY SWITCHES-. ONE NORMALLY OPEN SUNGLE POLE. DOUSLE THROWS RATEO.-L.0: ABP 
OF BOX INSTEAO OF DOOR. - . "START® AND ONE NORMALLY CLOSED "STOP". RTE SY Dae aa ANE AAS. Oe 022 Ex EET 
@ SUB. 0 AND CAY 7707310 REV. 0. dece APPROVED’ EREMOLIE CURRENT CARRYING PARTS ARE TIN-DIPPED, 
# Ték-11, TeU-t. : : ND ALL OTHER METAL PARTS INCLUDING 
1oseo740— 1-7607446-G2 *o3 4 SWITCH SPRING AND LEVER INTERIOR HAVE 
Mz 434AQ-SHEET 1 CAEY 3599A . 
Nov. 41 : @ SEE ABOVE Giiouaic esHcesig M astecadave WAVY CADMIUM PLATE. BLACK FINISH OVER 
Ana 8/8/41 8929-QA CAY:P-7706780-1 
: . NOV. 41 REV 6 
SIDES AND BACK ARE ONE 24083 
PIECE CONSTRUCTION. CABINET IS OF cae 240 Qcu-$.0ce-4 Een 
SHEET STEEL. & he ee cide seiT eis NAVY CAOMLUM PLATE ON FRAME. 249095-a 
‘ 2 UNIT 1S ALSO VARNISH TREATED. 


SPST NORMALLY CLOSED, SAME AS -24038 
EXCEPT THAT A DRIP SHIELD HAS BEEN ADDED 
TO PREVENT THE ENTRANCE OF MOISTURE BY 
THE PUSH-BUTTON. 


3/26/41 521 T cemss006s 
AUG. 42 ALT 0 

CaY 24084 TAB-S&TBM-6 

AC-POWER TRANSFER PANEL 4 : 

FOR USE WITH DUPLICATE MOTOR-GENERATOR te ee Ae Ee Se ts me 

et ROLLE N 220 OR 44 

Soltaees Sue treeor ca a veLes 7 DPST ‘RATED 10 AMPS AT 250 VOLTS OR 20 SPST NORKALLY CLOSED; MOMENTARY BREAK; 

‘ ‘ ? AwPS AT 125 VOLIS. ROLLER LEAP TYPE ACTUATOR; MOVEMENT 
DIFFERENTIAL .01 TO ,03". 

* T-7605042 SUB. 9 & CAY: 7707310 REV O 

10/25/40 * SEE ABOVE 

Nove 41 4/23/41 80825 SKETCH 5/6/41 R-RL2 CG K- 8685150 
NOV. 41 HAR, 45 


CAY 24084a * SEE BELOW 


AC POWER TRANSFER PANEL cuu 24091 Fa @ FB 


FOR USE WITH DUPLICATE MOTOR-GENERATOR CHU 24097 FB 


SNAP ACTION SWITCH 
SETS AND CONTROLLERS ON 220 OR 44 SNAP, ACTION SWITCH 
Porta aecdtse oe ae eb CHECE EAN AS SPST NORMALLY OPEN, MOMENTARY CONTACT; SPST, NORHALLY OPEN; MOMENTARY CONTACT 
siSe'woede Clg fut Sua iva CEA TCE STUN MELT cy amey ate aetunons vent 
SWITCH IS ON SIDE OF BOX INSTEAD OF Wee MeL ee AEs ARE eeouOLEc Le ' DIFFERENTIAL 0.005 TO 0.02". 
* TBK-11, T8M-8, TBU-1 & 3. : : 
asiasat 1-7607446-61 

suB. 0 
te 4/23/41 Go RE CATALOGUE S/14/41 YZ-RLB CATALOGUE 
ade wOV. 45 Nov. 41 


, A sean [Tare [MARTE 
: _ RESTRICTED NAVSHIPS 900,109 


3.24.6 


[HEAR —_[rasr asscnan vox | HTM _| 


cHu 24098 FB 

LOCKING TYPE TOGGLE SWITCH 

DPST CONTACTS RATED 10 AMPS AT 250 VOLTS 
AC OR 20 AMPS AT 125 VOLTS AC. OPERATED 
BY CHU TYPE 8965 KEY. 


5/14/41 9706 1721 
Nov. 41 5-9-41 


coc 24099 232th (tet) 

LEVER SWITCH 

UPPER TWO SECTIONS, EACH; SINGLE POLE 
DOUBLE THROW ANDO SINGLE POLE BREAK, 
LOCKING. LOWER TWO SECTIONS, EACH: 
SINGLE POLE; DOUBLE THROW, NON-LOCK, 
CONTACTS RATED 2A, 110V0C OR JOA, 110 
VOLTS AC. ALL CIRCUITS SINGLE BREAK. 
7/3/41 GCL-17+17°6-6 «= CRY2M-421761-1 
APR, 42 SUB O 


ccr24100 23211¢T8T) 

LEVER SWITCH 

UPPER THO SECTIONS, EACH: NO CONTACTS, 
NO THROW. ONE LOWER SECTION 1S SINGLE 
POLE, DOUBLE THROW, NON-LOCK. OTHER 
LOWER SECTION 1S DOUBLE POLE, DOUBLE 
THROW, NON-LOCK. ALL CIRCUITS SINGLE 
BREAK. 

713/41 COT-34-31-6-20 CRVEM-420973~3 
APR. 42 SUBAWITH HANDLE 


cnr 24101 ML 

PONER TRANSFER SWITCH: 

FOR USE IN SWITCHING POWER FROM EITHER 
DYNAMOTOR TO RADIO TRANSMITTER. 


3/4/41 CNR33958-23 CNR3395823-2 
AUG. 42 


cnr 24102 Mut 

POWER TRANSFER SWITCH: 

FOR USE IN SWITCHING POWER FROM 

EITHER DYNAMOTOR TO RADIO TRANSMITTER. 
INELUDES AN AUTOMATIC LINE REVERSING 
RELAY CIRCUIT TO PROVIDE PROPER POLARITY 


gf/a/al CHR3395B-20 CNR: 395820-2 
AUG. 42 


cen 24103 Yet 

LEVER SWITCH 

2-POLE, THREE POSITION, LOCKS IN THE 
THREE POSITIONS. SUPPLIED WITH 
STANDARD PUSH-BUTTON TYPE MOLDED KNOB. 


9/8/41 1452 
Dec, 41 


FORM 628 6-38 


- 24104 TBL-5 
SWITCH, LEVER TYPE: 
40PT CONSISTS OF FOUR SPOT SETS OF CON- 
TACTS + LOCK IN ALL POSITIONS, SAME CIR- 
CUIT OF EACH SET OF CONTACTS MAKE IN 
MIDO-POSITEON AS MAKE IN SUPERFLUOUS 
*CRVIM=-415987 PIS, REV 15, CRVEW~306520- 
103 REV 8 
9/24/41 CGCIGCL 5555 CAYSP-7707082-5 
MAR, 45 COR-+2 sug yy # 


24104 
UPPER POSITION. THESE CIRCUITS BREAK 
BEFORE THE CPPOSITE CIRCUITS MAKE EW 
LOWER POSITION. CONTACTS RATED 2 AMP AT 
TiOV DOC OR 10 AMP AT REO AC. 


NAVSHIPS 900,109 


Class 24—Switches 
DEAT [rinse assionen rox | AMARA 


iz ADGA [inst assigneo ror : VaR | 


24104A BL-7 
SWITCH LEVER TYPE: 
NO THROW IN UPPER POSITION, ONE CIRCUIT 
OF EACH SET OF CONTACTS MAKE IN MID- 
POSITION, THESE CIRCUITS BREAK BEFORE 
THE OPPOSITE CIRCUITS MAKE IN LOWER 
POSITION. 4PDT, CONSISTS OF FOUR SPOT 
SETS OF CONTACTS - LOCK IN 80TH 
2/47/42 CGCrGCL5555 CAY3?-7707082-6 
AUS. 42 COM:MB-410126 Sud 1? 


POSITIONS. CONTACTS RATED 24104a 
2 AMP 110 V OC, OR 10 AMP 

110 V AC. BREAKDOWN VOLTAGE 2500 VOLTS. 
SAME AS TYPE +24104 EXCEPT NO THROW tN 
UPPER POSITION. 


cus 24105 su 
SWITCH, TOGGLE; 
SP DT, RATED AT 6 ANP AT 125 ¥ AC. 


11/5/43 80618 CwHSES-682055 
OCT. 42 ISSUE 2 


cex 24106 SJ 

SWITCH: AUTORATIC TIME 

SWITCH FOR 110 VOLTS AC OPERATION. CON- 
TACTS TO CLOSE ONE CERCUIT AFTER TIME 
DELAY. TIME DELAY ADJUSTABLE FROM O TO 
100 SECONDS. CONTACTS RATED 10 AMPS AT 
115 VOLTS AC. PERMANENT STOP AT 60 SEC- 
ONDS. SimlLAR YO NAVY TYPE 24166 
1175741 BIO-A Cw2ES-682040 
MAR. 43 ISSUE 3 


cue 24107 sv 

SWITCH, SNAP ACTION 

SPST NORMALLY CLOSED, MOMENTARY CONTACT, 
LEAF TYPE ACTUATOR, MOVEMENT OIFFEREN- 
TIAL 0.02 TO 0.04" RATED 10 AMP, 125 ¥ 
AC, 5 AHP, 250 V AC. 


11/5/41 RRL CATALOG 
BEC. 41 


cet 24108 YE-1 

LEVER SwiTCH; 

UPPER TWO SECTIONS, SP DT CENTER MAKE, 
WON LOCK, LOWER TWO POSITIONS SP MAKE, 
LOCK TYPE. 


VA/TB/41 BISA CRV34-420973-1 
HAR. 42 Sus 2 


cnyu 24109 YE-i 

SWITCH, SNAP-ACTION; i 
SP: ST NORMALLY OPEN, MOMENTARY CONTACT, 
PIN TYPE PLUNGER ACTUATOR, MOVEMENT 
DIFFERENTIAL .002" TO ~003" RATED 10 AMF, 
125 Vv AC, 6 AMP 250 V AC, 


11719741 YZ-R CRY3K-864230-% 
WAR, 420. SuB 1 


cuy 24110 YE-1 

INTERLOCK SWITCH: 

SPST DOUBLE BREAK NORHALLY OPEN, CON- 
TACTS RATED 3 AMP AT 250 ¥ AC OR OC, 6 
AMP AT 125 VY AC OR OC, PLUNGER DEPRESSES 
1/4" TO GPERATE, RETURNS 3/8” TO OPEN, 
SAME AS TYPE -24076 EXCEPT FOR ORIENT- 
ATION OFe PLUNCER ROLLER, 


§1/19/41 2023-E CRVSK~8tB835- 


SPR. 42 $us § 


RESTRICTED 


24111 $0085 RA 24F 206A 
LOOP SWITCHING ADAPTER; 
INCLUDES A OP DT ROTARY SHITCH, FOR 
ADAPTING LOOP OF 00 SERIES DIRECTION 
FINDER TO TYPE-80035 LOOP COUPLING UNIT 
TO PROVIDE LOW FREQUENCY OPERATION. 


1/15/42) CN: 
HAR. 42 


cae 24112 SH, SJ. FH 
SWwlTCtH, TOGGLE: 

OPOT MOMENTA2Y CONTACT O1 GNE THROW, 
SIMILAR TO 8715K2 EXCEPT HAS LONGER 
HANDLE ANDO GUN METAL FEiNISH 20 AMP AT 
125 V AC, 35 AMP AT 15 V OC 


2/16/42 CNIHS-591t LiOt CW2ES-544249 
AUG. 43 CAES3905K582 (SSvE § 


cHH 24113 Rev, 1 & 2 

SWITCH, TOSGLE: 

SPOT CONTACTS 24T=D 1 AMP 259 V OC 3 AMP 
125 VOC. B03 OF WAX-IMPSESMATEO PHENO- 
LIC PBP OF 17 P 5, STEEL PARTS TO MEET 
AN-CO-S-91, TRIGGER FINISHED IN BLACK 
MOLYBDENUM OR BLACK NICKEL. 


3/18/42 CAY2°-7708223-3 
AUG. 42 Sus 7 


cH 24114 WEA-1 

SWITCH TOGSLE: 

SPOT WITH SLOTTED KUC3. CONTACTS RATED 
3 AMPS AT 118 V AC. 


3/2/42 261918 CRVIK-65661-P2 
Aus. 42 SUB 3 


cHH 244.15 R34, 1 & 2 

SWITCH TOSSLE: 

SPST CONTACTS RATED 1 ANP 

250 V OC 3 AMP 125 V OC. 30DY OF WAX- 
IMPREGNATED PHENOLIC P3P OF 17 P 5S, 
STEEL PARTS TO MEET AN-00-S-91, TRIGGER 
FINISHED BN BLACK MOLYBDENUM OR BLACK 
NICKEL. 

3/18/42 20994-E2 CAY:P-7708223-1 
‘AUG. 42 sua 7 


CHH 24116 ROM,-1,-2 

SWITCH TOGGLE: SPST, 

CONTACTS RATED 3 AMPS 250 VOLTS OC. 

BODY OF PHENOLIC PSP OF 17-P-5, STEEL 
PARTS TO MEET AN-Q0-S-91. SPECI4L SLOT- 
TED TRIGCER ADAPTED TO CAM OPERATION. 
KEYWAY PROVIDED ON SHANK OPPOSITE THE 
TERMINALS. 

3/18/42 20993-CM CRY IP-77092235-6 
AUS. 42 sue 7 


cHH 24117 RB4,-1,-2 

SWITCH ROTARY: CONSISTS OF 

ONE -24116 AND ONE -24125 TOSSLE SUTTCH, 
MOUNTING BRACKET, AND THO CA4S (TO OPER- 
ATE SwiTCHES) AFFIXED TO CONT2OL SHAFT. 
SHETCH OPERATION IS AS FOLLOWS: SHAFT 
COUNTER-CLOCKWISE, PANEL SWITCH OPEN AND 
REAR SWITCH OPEN; SdAFT AT CENTER POSI- 
3/18/42 1571-aT CAY3P-22038223-2 
AUG. 42 Sue 7 


CHH24117 


TION, PANEL SWITCH CLOSED AND REAR 
SwiTCH OPEN: SHAFT AT CLOCKWISS POSITION 
PANEL SwIiTCH CLOSED AND REAR SWITCH 
CLOSED. THROW: 67-1/2° FROM CENTER. 


Ra Na aT annem Un 


BUR k inst assionap ron | HAY DRAWING - 


CAE 24118 R|M,-1,-2 

SWITCH TOGGLE: SPST, 

RATED 25 AMPS CONTINUOUS AT ANY VOLTACE 
{45 TO 125 VOLTS). CURRENT MAKING CAPA 
CITY, 65 AMPS AT 15 VOLTS OC, 45 AMPS AT 
30 VOLTS DC, 30 AMPS AT 125 VOLTS AC, 
CURRENT BREAKING CAPACITY 40 AMPS AT 15 
VOLTS DC, 17 AMPS AT 30 VOLTS OC, 13 
3/25/42 SBO1KS CAY3P+2708397 
JUNE 42 » Subd 


_CAE24718 


AMPS AT 125 VOLTS AC NON*INDUCTIVE 
LOAD; 20 AMPS AT 15 VOLTS 0C,.13 AMPS 
AT 30 VOLTS DC, 13 AMPS AT 125 VOLTS AC 
INDUCTIVE LOAD, METALLIC PARTS TO WITH- 
STAND AN-GOQ-S-+91, PHENOLIC IN ACCORD- 
ANCE WITH 17 P 4, 


CAE- 241173-A TCS-9 

SWITCH TOGGLE: 

SPST RATED 50 ANPS CONTINUCUS AT ANY 
VOLTAGE (16 TO 128 VOLTS), CURRENT 
MAKING CAPACITY. 89 AMPS AT 15 VOLTS 06 
60 AMPS AT 30 VOLTS DC, 40 AMPS AT 125 
‘VOLTS AC. CURRENT BREAKING CAPACITY 45 
AMPS AT 15 VOLTS OC. 25 AMPS, AT -30 VOLT 
3/21/44 BBONK4 (COLI226wIUE 
AUG. 44 REV 4 


cate 24719-4 

DC, YS AMPS, AT 125 VOLTS AC, NON- 
INDUCTIVE LOAD. 25 AMPS AT 15 VOLTS 0C 
35 AMPS AT 30 VOLTS, DC 1S ANPS AT 125 
VOLTS AC INDUCTIVE LOAD. HETALLIC PARTS 
TO WHITH STAND AN-@Q-S-91, PHENOLIC IN 
ACCORDANCE WITH 17-P-4, SANE AS ~24118 
EXCEPT FOR RATINGS. 


ce 24119 ACCES-DP-15 

SWITCH, PUSH BUTTON: 

OPOT. INTERRUPTING CAPACITY OF EACH CON- 
TACT. 5 AMP AT 600 V AC, 30 AMPS AT 110 
VeAC, CONTACTS TO CARRY 10 AMPS CON- 
TSNUOUS. : 


4/26/42 CR 2940XKA4 CRVIM-422644-1 
AUS. 42 sus 1 


csk 24120 ACCES .DP-15 

SWITCH: ROTARY THROW TYPE 

WITH RECIPROCATING MECHANISM. WATER 
TIGHT HOUSING. HAS TWO MOUNTING EARS 
EACH WITH 11/32" MOUNTING HOLE. FOR 
BULKHEAD MOUNTING. CONTACTS RATED 10 
AMPS 250 VOLTS 0C. 


4/26/42 1520 CRVIK-875513-1 
AUS. 42 SuB t 


CHH 24121 RBM,-1,*2 

SWITCH ROTARY: CONSISTS OF 

ONE +2411/6 AND ONE -24125 SWITCH, HOUNT- 
#NG BRACKET, AND TWO CAMS (TO OPERATE 
SWITCHES) AFFIXED TO CONTROL SHAFT, 
SHAFT OPERATION 3S AS FOLLOWS: SHAFT 
COUNTER CLOCKWISE, PANEL SWITCH AND 

REAR SWITCH OPEN; SHAFT AT CENTER PO- 


4/30/42 CAY3P-7708223-5 
AUS. 42 sus 2 
cHH24721 


SETION, PANEL SWITCH CLOSED AND REAR 
SWITCH OPEN, SHAFT AT CLOCKWISE POSITION 
PANEL SWITCH CLOSED AND REAR SWITCH 
CLOSED. THROW 67-1/2° FROM CENTER. SAME 
AS CHH-24117 EXCEPT THAT CONTROL SHAFT 
FLATS ARE ROTATED 180°. 


Class 24—Switches 
okay 


3.24-7 


oR FIRST ASSIGNED FOR PVE SRA, 


CAE 24122 WEA-2 

BASTER SWITCH: INCLUDES 

ENDICATOR LIGHT AND Tad SPST MONE 
CONTACT SHITCHES, ONE NORMALLY OPEN 
"START" AND ONE ae? Y CLOSeO "STOR", 
USES NAVY APPRO PH OLIC. SAME AS 
CAE+26038 EXCEPT THAT DRIP-PROOF SHIELDS 
HAVE BREN ADDED. CASE MATERIAL IS BRONZE 


4/16/42 CBN S21V C8H:601355 
AUS. 42 ALT O 


CONTACTS RATED 115/230 CAE 24122 


VOLTS OC, MAKE 2/2 amps, 
BREAK 1.5/1.75 AMPS, CARR’ 15/15 AMPS. 


co 24123 SE 

START STOP SNITCH: 
THO SPST MOMENT 
NORMALLY OPEN Ati 


RY TYPE SWITCHES ONE 
D ONE NORMALLY CLOSED. 


4/16/42 CWrKS-5918 CWrES-800284 
JUNE 42 LIST 04 & 05 ISSUE 1 


ccc 24124 SH 

LEVER SwiTCHs 4 POLE 

SWITCH. LOCK IN LOZER POSITION. NON- 
LOCK iN UPPER POSITION. UPPER .AND LOWER 
SECTIONS EACH CONSIST GF ONE SPST NOR- 
MALLY OPEN AND ONE SPST NORMALLY CLOSED 
SET QF CONTACTS.CONTACTS RATED 10 AWPS 
AC, 2 AMPS OC, 125 VOLTS. 

4/14/42 GCL -2-4*1-3 CWLESL~682073~-1 
SEPT 43 : ISSUE 1 


cHH 24125 RBM.-1,-2 

SWITCH, TOGGLE: SPST, 

CONTACTS RATED 3 ANPS 250 VOLTS OC. 

BODY OF PHENOLIC P3P OF 17 P 5, STEEL 
PARTS TO MEET AN-QO-S-91. SPECIAL SLOT- 
TED TRIGGER ADAPTED TO CAM OPERATION. 
KEYWAY PROVIOED ON SHANK ON SAME SIDE 

AS TERMINALS, 

S/1/42 20993-CN CAYSP-7708223 -38 
AUS. 42 suB 7 


CAE 24126 GENERAL USE 
START STOP SWITCH: 
2 BUTTON, START AND STOP PUSH BUTTON 


_ SWITCH. ONE SPST NORVYALLY OPEN, ONE SPST 


NORMALLY CLOSED, WATERPROOF WITH PHENO- 
Lic CASE. 


5/8/42 6960 B-86-418 


OCT. 42 


CAE 24127 WOA 

MASTER SWITCH: WATER 

TIGHT, PUSH BUTTON TYPE. THO BUTTONS, 
ONE NORMALLY OPEN "START" AND ONE NOR- 
MALLY CLOSED "STOP". INCLUDES WINDOW 
AND SOCKET FOR INDICATING LIGHT. ELECT: 
RECALLY EQUIVALENT TO -24066 BUT SINCE 
CASE 8S PHENOLIC THE DIMENSIONS DIFFER. 


$/19/42  CBM:S21u C84:60107 
SUG..42 CAESC86-421 ALT 2 
USES NAVY TYPE CSS BUL3. | CAE 24127 


CONTACT RATINGS; MAKE 

40/25/12/10/2/2/2 AMPS, BREAK 4/2/1/0.3/ 
V.5/0,.75/0.2 AMPS, OM 110 AC/220 aC/440 
AC/550 AC/115 DC/230 DC/550 DC, 15 AMPS 
CARRYING AT ANY VOLTAGE. 


RESTRICTED 


cot 24423 Qae-t 

LINE SwiTCu: 

THO POLE, SINGLE THRO, RATED 30 ANP 250 
VOLTS, 2 HP MAX... 23904 AC. 5S HP HAX., 
260V OC. HA OPERATED TrP&. TYPE NUM- 
BER DOES NOT INCLUDE FUSES; FUSED FOR 
TtS VOLTS AC OR DC. 

RCS! TYPi 446¥) (CSP Jue SK25057 ALT OD 
6/20/42 CGT:CAT. NO. RSEE ABOVE 

AUG. 44 92225 


cot 24129 QBE-I 

LINE SWITCH: TWO POLE, 

SUHGLE THAIN. RATED 30 AMPS, 250 VOLTS, 
2 HP MAX, 239 VOLTS AC. 5 HP MAX, 2590 
VOLTS OC. HANDLE OPERATED TVFE. FUSED 
FOR 32-56 VOLTS oc. 


® C3é;Sk-S056 ALT O 
§/20/42 COT:92222 - @ SEE AQOVE 
AUS. 44. CBM:446W 


crv 24130 *® SEE AELOW 

ALTITUDE LIMET INDICATOR 

SWITCH: MOUNTED IN Att METER CASE, HAS 
SETTING FOR $9.75.10%.125,150,175,200, 
225,250,275 AND $00 FEET. 


AYO SATD-1,AYD-2 
O/17/ 42 CRVSP-255295 
AUG. 42 REV 2 


cae 24151 $C-2 

SWITCH TOGGLE: 

MOMENTARY CONTACT TOSSLE SWITCH. OPST 
(OPOT SWITCH RIVED FOR DPST). MIMWENTARY 
OOHWN, CENTER OFF, LOCKED UP, CONTACTS 
RATED 20 AMPS, 125 V AC. MEETS PERFORM: 
ANCE REQUIREMENTS OF RE 244A 118. HAS 
LUMINOUS TIP ON END OF HANDLE, 

6/17/42 CAES 73078 CGr3x-34d695 REV 
CCT. 42 5 SPEC.MI076 


cHH 241352 SC-2 

SWIETCH-PUSH BUTTON? 
SUNSLE CIRCUIT, & ALLY OPEN, MOMENTARY 
CONTACT. CONTACTS RATED 3 AMPS AT 250 V 
AC. BUSHING 1/2" LONG 15752" -32 THOS. 

SUMILAR TO -24014. 


6/17/42 CHH493592-0 CO3K-2874430 
OCT. 42 REV 5 


cue 24133 Se-2 

SWITCH-PUSH BUTTON: 

SINGLE CIRCUIT, NORMALLY CLOSED, MOMEN- 
TARY BREAK. CONTACTS RATED 3 AMPS AF 250 
VOLTS AC, QUSHING 1/2" LONG 15/32" -32 
THREASS, SAME AS -24152 EXCEPT NORMALLY 
CLOSED. SIMILAR TO -24061. 


6/17/42 CH: CG1K-73797357-1 
Oct. 42 Rev O 


csr 24134 QFB 

TRANSFER SWITCH: 

ROTARY TYPE, CONTINUOUS CLOCKNISE RO- 
TATION, SWITCHES TO INDICATOR, THEN RE- 
CORDER, ANO REPEAT. RATED 10 ANPS AND 
250 VOLTS. : 


6/21/42 CSR:469 
OCT. 42 CBH;378D 


CBM:3780 ALT O 


CNR 24135 ML-2 

POWER TRANSFER SWITCH: 

FOR USE IN SWITCHING POYER FROM EITHER 
DYNAMOTOR TO. RADIO TRANSMITTER, IN= 
CLUDES AN AUTOMATIC LINE REVERSING RE- 
LAY CIRCUIT TO PROVIDE PROPER POLARITY, 
SAME AS CNR-24102 EXCEPT FOR RELAY AND 
RECTIFIER TUSE USED. 

7/8/42 GNRz395BL-20 

AUG. 42 


[aenenata 
NAVSHIPS 900,109 


3.24-8 | 


ATR SARAH 


cae 24136 So 

SWITCH TOCCLE: 

OPST, CGMTAST RATINGS; 20 ANPS 259 VAC. 
TWO POSITIONS (ON-OFF) BOTH LOCKING. 


*CwSESA-682060-3 ISSUE 7 
Ty, 9p4e G1b9 CRF291LG28-5030 


vic, 44 1 Sus O° ® 


cBz 24137 sc 

SWITCH PUSH BUTTON: 

CONTACT RATING, 10 AMPS, 110 V AC. ODPOT 
WOKENTARY CONTACT. 


7/9/42 C3az:x66041 CRPSILG28-S032 
AUG, 42 sub Oo 


cou 24138 SG 

SWITCH*LEVER: 

TPST, CONTACT RATINGS, 10 AMPS, 110 V AC 
EACH CONTACT 2 POSITION, GOTH LOCKING. 


T/V0/42  ComsR-4FOT-25 CRP39UGZ8-5052 
WAR. 43 Sua 3 


con 24139 SG 

SWITCH REMOTE RANGES 

SPST CONTACT RATINGS, 10 AMPS 110 V AC 
EACH CONTACT 2 POSITION, BOTH LOCKING. 


T/10/42  COMsR4101-23 CRP:DUG28-5053 
WAR. 43. sua 3 . 


con 24140 SG 

SWITCH TOGSLE: 

FIVE POLE OOVSLE THROW CONTACT RATINGS, 
10 AMPS, 110 ¥ AC EACH CONTACT, 2 POSIT- 
HON, BOTH LOCKING. 


7/10/42 COMER-45 01-2221 CRPSDUGZ2B-505) 
WAR. 43 Sua t 


cHH 24141 so 

SWITCH: 

SPOT MOMENTARY CONTACT ONE POSITION. 
LOCKING CONTACT OTHER POSITION. SWITCH 
HAS MECHANISM PREVENTING DIRECT THROW 
FROM LOCKING TO NON-LOCKING POSITION. 
CONTACT RATINGS, 10 AMPS, 125 V AC. 


7/10/42 CHH:81204-S CRPSOLG28-5029 
AUG. 42. sug o 


cut 24142 SG 

SWITCH PUSH BUTTON: 

SPST CONTACT RATINGS 600 VOLTS MEMENTARY 
CONTACT, 


7/10/42 CHH:81 CRP L9LC28-5051 
AUG. 42 sus o 


con24143 = 86 

SWITCH TOGGLE: 

FOUR POLE DOUZLE THROW, 3 POSITION, 
GANGED KEY. CONTACT RATINGS, 10 AMPS, 
110 VOLTS AC, EACH CONTACT, POSITION O- 
OFF, POSITION I-NON-LOCKING, POSITION 2- 
LOCKING. 


7/10/42 COM: R4501-24 CRP S0UG28-5054 
MAR. 43 sue 1 


NAVSHIPS 900,109 j 


Class 24—Switches 


[SANA [ruse assionen vox | GWAC RRAYDNS, 


cez 24144 SG 

SHITCH PUSH BUTTON: 

JO AMPS, 110 VOLTS AC, MONENTARY CON- 
TACT. 


7/15/42 C322%49579 CRPLILS28-5033 
AUG, 42 Sus 0 


CAY 24145 — TAB-S 

ANTENNA SELECTOR SWITCH: 

SPOT. RATED 40 ANPS AND 3090 VOLTS RM 
OVER A FREQ RANGE OF 109 70 $55 KC. SA¥E 


AS CAY*24082 BUT IS APPROX T-1/2"RIGHER. 
7/18742 P-7708529 
MAR. 43 suB 0 


cHH 24146 RBL,-1,-2 

SWITCH TOSGLE: SPST. 

RATED 3 AMPS, 125 VOLTS, HAS SLOTTED 
HANDLE. 


x 


7/27/42 CHH:80993-C CHAsO- 772 
MAR. 43 12/41/42 


CHH24147 RBL,-1,-2 

SWITCH TOGGLE: 

DPST. RATED 3 AMPS, 125 VOLTS. HAS 
SLOTTED HANOLE. 


7/27/42 CHH:81009-P Cuasd-7735 SUB 2 
MAR. 43 12/6/42 


CHH24148 = RBLy-1,°2 
SWITCH TOGGLE: 

SPOT. RATED 3 AMPS, 125 VOLTS. HAS 
SLOTTED HANDLE. : 


7/27/42 CHH:e1021-¥ CNASD-853 SUB 2 
WAR. 43: 7/20/42 


ctc 24149 DAH. =I 

Switch LEVER: 

4° POT. THREE POSITION, NORMALLY OPEN, 
OPEN NEUTRAL. IS NON-LOCKING IN DOWN 
POSITION AND LOCKING IN UP POSITION. 
CONTACTS RATED 1/2 AMP AT 6 V, 60 CYCLES 


8/1/42 CTCER-179 
AUG. 43 SERIES 


CFT3F+34821-20 


cun24150 RA0-2 

SWITCH TOGGLE: ‘ 
SPST, RATED 3 AMPS, 250. VOLTS. BALL TYPE 
HANOLE. 


8/3/42 CHH:20994 -ac = CNArD-895, 
RAR, 45 ; V2/01042 


cHH 24151 RAO-2 
SWITCH TOGGLE: 
SPST, RATED‘'S ANPS, 125 VOLTS DC. 


*2A273 18S 0. CHQz2AZz73, ISS 0 
Bs 5/42 CHH: 60394 CNA:0-851, 
WAR. 45> CGSIGASAS Ya/ti7a2) * 


RESTRICTED 


HAA race assioneo rox | KARR | 


cc- 24152 sk 

PUSH BUTTON STATIONS: 

TWO BUTTONS, QNE HORMALLY OPEN "START", 
OTHER NORMALLY CLOSED "STOP™, CONTACTS 
RATED 40 AMPS CONT. 220 V AC OR 559 ¥ DC 
CONTACT INTERRUPTING RATIKCS: 2/1/0.4/ 
$0/30/8/6 AMPS AT 115 DC/2300C/8509C/ 
TEOAC/220AC/440AC/S50AC V ENOUCTIVE LOAD 
8/7/42 CGSCR2940-Z2A1 CGIGE“7386 

OCT. 42 PART 4 


cG- 24153 | sk 

ROTARY SWITCH CANTENNA 

STOWENG)s 2 CIRCUIT, 3 POSITION. FIRST 
POSITION, THO CIRCULTS OPEN, SECOND PQ- 
SiTiON, ONE CERCUIT OPEN AND ONE CIRCUIT 
CLOSED, THIRD POSITION, TwO CiRCuiTS 
CLOSED, HANOLE TURNS FO POSITION 4 OR 2 
WHEN PUSHED IN, MUST BE PULLED OUT BE- 
8/7/42 S8-1N CC:P-62227844 
OCT. 42 CG:P-6227344G} REV 2 


FORE TURNING FROM POST - ce- 24153 
TION 2 TO 5. CONTACTS RATED 20 AMPS, 
600 VOLTS %AX., CONTINUOUS. INTERRUPT - 
ING RATINGS: 2.5/0.75/0.25/40/25/12/6 
AMPS NON-INDUCTIVE: 2/0.7/0.15/246/12/5/4 
AMPS INDUCTIVE, 125 0C/2509C/6600C/ 
VISAC/220AC/440AC/550AC VOLTS. 


es 


24154 atc, ASB RE 240 1408 
VACUUM SWITCH; 

SPOT VACUUM SwITCH FOR HIGH SPEED OPER- 
ATION. RATED 250 V AC 8 125 V DC AT 8.0 
AMPS, 600 V AC AND 250 VOLTS DC AT 6.0 
AMPS, 500 VOLTS DC AT 4.0 AMPS, 1500 V 
AKC OR OC AT 0.5 AMP. TEST VOLTS 6500 

© CG:K-7876845 REV 6; K-7376842 REV 3 


as2i/42 CGrGL-34 6 SEE ABDYE 
OCT. 42 

RHS AT APPROXIMATELY 300 24154 
KC. 


emu 24155 MARK Tf 

SNAP ACTION SWITCH; 

SPST, NORMALLY CLOSED, CONTACTS RATED 19 
AMPS AT 125 V AC. ROLLER LEAF ACTUATOR, 
MOVEMENT OIFFERENTIAL 0.0057 TO 0.015", 
OPERATING PRESSURE 2 TO 3 OUNCES, PRES- 
SURE OIFFERENT#AL 1/2 TO 4 OUNCE, 


9/1/42 CMU SWZ-RL2 CGsK-35 3582 
OCT. 42 REV O 


ce- 24156 SC-2, SC-3 RE 24AA #18 
SWITCH TUMSLER: 

SPS]. CONTACTS RATED 6 AMPS AT 125 V 
ac. 


9/2/82 CATPHIGAPAD CGOIK-55 561-1 
OCT. 42 REV O 


etc 24157 SC-2, SC-3 

SWITCH TUMBLER: 

SPST. CONTACTS RATED 4 AMPS AT 125 V 
ac. : 


9/2/42 COLK-35 5561-2 
OCT. 42 REV O 


a | SOTA | 


cre 24158 GENERAL USE 

SWITCH ANTENNA DISCONNECT? 

RATED 45 KV PEAK AT 26 MC MAX., SPOT 
CONSISTS OF AN ARM WHICH IS LOCKED INTO 
CIRCUIT BY SPRING DETENTS, TWO SUPPORT- 
tNG INSULATORS AND A BASE PLATE. uses 
*G1196 INSULATORS. RATED 200 AMP, 15 KV. 


9V7/42 BBS CATH#B-338 B-338 
AUG. 43 REV. 5/4/43 


CYP 24159-A GENERAL USE 
SWITCH ANTENMA DISCONNECT 
RATED 45X¥ PEAK AT 264C MAX. SPOT. 

. CONSISTS OF AN ARM WHICH 1S LOCKZD INTO 
CIRCUIT BY SPRIHG DETENTS, THO SUPPORT - 
ENG INSULATORS AND A BASE PLATE, SAME AS 
BASIC NUNSER EXCEPT USES -61339 
(NSULATORS, 
4727/43 B-439 
NOV. 43 


CTE 24159 MUSHY MW. MX 
OFF-ON SWITCH: 


SPST CGWATERPROOF). 


9/TO442 CTESTC-128-2 
AUG. 43 x . 


cHH 24160 DAH<1 

SWITCH TOGGLE: 

OPST, RATED J AMP AT 250 V DC OR 3 AMPS 
AT 125 V OC. SAME AS +24025 EXCEPT 
SWITCH HANDLE IS SLOTTED AND PLAIN NICK- 
EL PLATING 3S USED INSTEAD OF BLACK 
NICKEL. 


9/12/42 CHH:20902-CF 
AUG. 43. 


CFT3F-363 89-15 


cHH 24161 DAH-1 

SWITCH, ROTARY: 

CONSISTS OF TWO TYPE -24160 TOSCLE 

SWITCHES MOUNTED ON A FRAME SUCH THAT 

ECCENTRIC ON CONTROL SHAFT OPERATES ONE 

SwiTCH ANO THEN THE OTHER. EACH SHITCH 

RATED OPST. | AMP AT 250 V OC GR 3S AMPS 
« AT #25 V BC. 

9432/42 CHH IS 20NF 

OCT. 42 


CFTSF-34623-4A 


crc 24162 DAH-1 

SWITCH LEVER: 

CONSISTS OF THREE SETS OF SINCLE POLE 
NORMALLY OPEN CONTACTS, AND ONE SEY OF 
NORMALLY CLOSED CONTACTS, HAVING THE 
NORMALLY CLOSG&D CONTACTS ON BOTTOM LEFT 
FACING REAR OF SwITCh, SWITCH CAM IS 


9/12/42 CTELK-179 
AUG. 43 SERIES 


CFTSF-338549-°2C 


iM UP POSITION. CONTACTS ert 24162 
RATED 1/2 AMP AT 6 VOLTS, 60 CYCLES. 


24163 RE 240 140C RE 240 140 


VACUUM SWITCH: . 
spOT VACUUM SHITCH FOR HIGH SPEED OPER- 


AMPS, 600 VOLTS AC AND 250 V OC AT 6.0 


: DC AT OS AMP. TEST Y 6500 RMS AT AP- 
PROXIMATELY 300 KC. ELECTRICALLY AND 
9/26/42 CGIGL-34-A COL:260N601 
~ AUG. 44 CGrGL-1521 REV 1 


CAN 24167 


NON*LOCKING EN DOWN POSETLON AND LOCKING 


ATION. RATED 250 V AC & 125 ¥ OC AT 8.0 


AMPS, $00 V DC AT 4.0 AMPS, 1500 ¥ AC OR 


Class 24—Switches 


MECHANICALLY IDENTICAL TO 24163 
724154 EXCEPT ACTUATING LEVER HAS BEEN 
SHORTENED. 


CAE 24164 *Sze BELCH 

SWITCH-PUSH SUTTON: 

SPST, NORMALLY CLOSED. PERFORMS SAME 
FUNCTION AS. +24089 GUT UTILIZES PHENOLIC 
CASE, 1S ELECTRICALLY INTERCHANGEAQLE 
BUT NOT MECHANICALLY INTERCHANGEAS3LE. 
#C8M3565y SHEET 1,CAE34754 ALT O SHEET 1 
RUCL-B,QCQ-1,CO-$,8CS.OCT 

10/13/42 CBM:521% #SEE ABOVE 

MAY 43 


ce- 24165 SC-2 

SWITCH-ROTARY: 

CONSISTS OF TWO SPST UNITS; 4 SOLDERING 
LUGS. CONTACTS RATED 125 V DC OR AC, 6 
AMPS. HAS FLATTED SHAFT. MEETS PERFORM- 
ANCE REQUIREMENTS OF REZ4AATIB. 


40/28/42 LGALODS 
MAY 43 


K-35U938 REV 4 


cPx 24166 Sd : 

SWITCH: 

AUTOMATIC TIME SWITCH. FOR 110 V AC OPER- 
ATION, CONTACTS TO CLOSE ONE CIRCUIT 
AFTER TIME DELAY, CONTACTS RATED 10 AMPS 
AT 115 V AC. SIMILAR TO NAVY. TYPE 24106, 


11/5/42 810-8 Rs -10193 
FEB. 45 issue | 


SEE SELOW 

AUTOMATIC KEYING UNITS 

OPERATES FROM 3315/41/60. CONTAINS SYN- 
CHRONOUS MOTOR WHICH ORIVES A SET OF 
CANS TO GIVE AUTOMATEC KEYING AT INTER - 
VALS OF 3 3/4 SCONOS AND S SECONDS. 


*UXSS-13144 9B IC SERIES 


TA 7462 CANSS2959 
Nov. 43 DATED 10/7742 
ce- 24168 *SEE BELOW 


SELECTOR SWITCH: 

FOR SELECTING INPUT TC RPPI FROM CHE CF 
FIVE PPI OUTPUTS ALSO HAS OFF POSITION. 
SEPARATE SWITCH ALLOWS MECTION OF Ite 
TERMEDLATE OR FINAL TERMINATION. MOUNTS 
ON RPPI UNIT TYPE -65 ACO. 

GENERAL KADAR USE 
15728442 OL -4WT ETA 
MAY 43 


P-365364 REV 1 


CG- 24168-A SC SERIES & SK 

SELECTOR SWITCH 

tNPUT: 110 VOLTS, 60 CYCLES, 0.25 AMPS; 
78 VOLTS, 60 CYCLES, 0.01 AHP 6.3 VOLTS, 
60 CYCLES, 0.25 AMPS; 5.0 VOLTS, 0.03 
AMPS DC; AND 40 VOLTS, 0,002 ANP PULSE. 
THIS UNET ES USED FOR CONNECTING VIOEO 


SYNC, AND SELSYN WIRES FROM ANY ONE OF S 


SA27/43 DL -4We95A CGsu-tgu74l 
NOV. 43 CCHIUR REV O 


CO:24152-4 
MASTER PPI UNITS TO REMOTE PPI UNIT. 


3.24-9 


AG SASS. MHA, [ruse assicnen ror | MAMAN, BIAEL, [rs asso tox | AGA, | 


CG- 24168-B8 GEN RADAR USE 
SELECTOR SWITCH 
SANE AS -24168-A EXCEPT 1S WATERPROOF. 


TONG 743 
NOV. 43 


cae 24169 GcQ-2 
SWITCH-PUSH-SUTTON: 
CONSISTS OF ONE SPST M 
PUSH-BUTTON-SHITCH, KO 
LENS; 2 120 V LENS ILLUHINATING: Laps 
ANO A PROTECTIVE RESISTOR. WATER*PROOF, 
NORMALLY USED TO "HOIST". IDENTICAL TO 
CAE+24170 EXCEPT FOR LENS COLOR. PHEN- 
levisde = B-94264- 78 CAE9972 ALT O 


TORE2S LIE 


MENTARY CONTACT 
ALLY OPEN; GREEN 


AUG. 44 CBE:520Y FIs 
cae24169 
OLIC CASE 1" PIPE TAP TOP & BOTTOM CON- 


TACTS RATED S/2/4 Ady AL DVO VALEL2oVUe 
4250 VOC. 


cae 24170 acg-2 
SWITCH-PUSH-8UTTON: 
CONSISTS OF ONE SPST MOMENTARY CONTACT 
PUSH-*BUTTON-SWITCH, HORYALLY OP REO 
LENS; TWO 120 V LENS ILLUMINATING LAYPS 
AND aA PROTECTIVE RESISTOR. WATER-PROOF, . 
NORMALLY USED TO "Lower". IDENTICAL TO 
CAE*24169 EXCEPT FOR LEnS COLOR. PHEN- 
VSst442  B-94254-7C CAo374972 ALT O 
AUG. 44 CBM:5212 Fic 2 


ISRE24J1116 


cAE24 179 


OLIC CASE. 1% PIPE TAP TGP 2 BOTTEN CoH. 
TACT RATED S724) ANP AT S09 VYACI25 VOU 
4250 Voc. 


CAE 24174 Qco-2 
SWITCH-*PUSH-3UTTON: 
CONSISTS OF THO-SPST. #O“MENTARY CONTACT 
PuSs-BUTTON SuIECHES. WaTE2PRVIOF, 
PHENOLIC CASE. I PIPE TAP FOP AND 
BOrrom, CONFACTS RATED S/2/1 AMP AT , 
SOOVAC/1t25VOC/250V0C. 


TORE24IT116 


42/1/42 6-94264-70 CAz34972 ALT O 
AUG. 44 CBMS52TAA FIG 3 


cur 24172 ML-3 

SWITCHING UNITS 

CONSISTS OF PANEL, TERMINAL BOLTS, AND 
DPIT. SHITCH FOR SHITCHING TRANSMITTER 

TO EITHER LOCAL FISROPHANE OR RENOTE 
MICROPHONE. SHITCH CONTACTS RATED 3 AMPS, 
126 Ve 


L202! 7430 395B-15 395B-15-2 
HAY 43 
cH 24173 CAY-23204 


TOCCLE SWITCH: 

RATED 3 AMPS, 250 V AS. FORKED HAMOLE, 
OPST. Si“iLAR TO CHH, CAT £21189 EXCEPT 
FOR HANOLE. 


1/6743 20902-FJ CAY:P-7708944-1 
MAY 43 REY O 


RESTRICTED 


cave | MANMACTURER'S | gyANNTACTIAE TS 


NAVSHIPS 900,109 


3.24-10 


Class 24—Switches 


NS ARAN MATIN, [RNG [rus asso von | HAMAR | 


CHR 24174 CAY-23308 

ROTARY SWITCH: CONSISTS 

OF TWO TYPE-24125 TOGCLE SWITCHES 
HOUNTEO ON A FRAME AND OPERATED BY A 
SHAFT BY CAM ARRANGEMENT, OPCRATION IS 
AS FOLLOWS: WITH SHAFT AT COQUNTERCLOCK- 
WESE POSITION CIRCUITS 1 AND 2 OF FRONT 
SWITCH ARE OPEN AND CIRCUITS 1 AND 2 OF 
teol4as W571 An CATEP*7708944-4 
MAY 43 REV O 


cH124174 
REAR SWITCH ARE CLOSED. WITH SHAFT AT 
CLOCKWISE POSITION CIRCUITS t ANO 2 OF 
FRONE SWITCH ARE CLOSED AND CIRCUITS 
} AND 2 OF REAR SWITCH ARE OPEN. THROW 
OF SWITCH: 33-3/4° EITHER DIRECTION. 


a0 24175 ger 

SWITCH, PUSH BUTTON: 

2 BUTTONS, EACH RATED 2 AMPS AT 440 V 

60 CY, 5 AMPS AT 220 V 60 CY, OR t AMP 
AT 220 V OC. CONSISTS OF TWO SINGLE POLE 
DOUBLE THROW SWITCHES. PHENOLIC HQUSING, 
DUST PROOF, MOISTURE PROOF. 
WOMSESX-652679 ISSUE 3 

wsasas CAOSMN=2205 CWUSESX-641269 
AUG. 44 issue t. * 


e 
ca0 24176 QeF 
SWITCH,PUSH BUTTON: 
3 Bullous, EACH RATED 2 AMPS AT440.V, 60 
CY, S$ AMPS AT 220 V 60 CY, OR J AMP AT 
250 ¥V OC. CONSISTS OF THREE SINGLE POLE 
DOUSLE THROW SWITCHES. PHENOLIC HOUSING, 
DUST PROOF, MOISTURE PROOF. 
PCUsESX-652679 ISSUE 3 


8/8/43 CAOSMN-2505 CWLESX-641269 
wOS. 44 ISSUE: 1* 
cc- 24177 Qcs,acr GRE2II1581 


MASTER SWITCH: 

WATERPROOF PHENOLIC START-STOP PUSH BUT- 
TON STATION WITH AN ENODICATING LIGHT. 
CONTACT RATING, 10 AMPERES CONTINUOUS, 
INTERRUPTING CAPACITY AN 115 VOLTS DC 2 
AMPERES. 


VW/25/43  OL2a8084IC5S CBM:934 ALT O 
AUS. 44 C83956 CGl1I1K2203 REVO 


cxu 24178 MARK 19 

SHAP ACTIONSSPST, 

NORMALLY OPEN, CONTACTS RATED 10 AMPS AT 
425 VAC OR S AMPS AT 250 VAC. PANEL- 
MOUNT; MOVEMENT CIFFERSNTIAL LESS THAN 
0.0905; OPERATING PRESSURE 7? TO 9 OUNCES 
PRESSURE DIFFERENTIAL 1 TO 3 OUNCES. 
OVER-TRAVEL 2/52", 

$730/43. CHUsyZ-RQI CRVZK-876185~1 
AUG 43 sue 4 


cum24179 Po-t 

SNAP ACTION SWITCHSSPOT 

CONTACTS RATED 110 V AT 10 AMPS AC 

AND 110 V AT 1 AMP OC, LEAF-SPRING 
ACTUATOR, OPERATING PRESSURE 2 TO 3 
OUNCES, DIFFERENTIAL PRESSURE 1 TO 2 
OUNCES, DEFFERENTIAL, MOVEMENT 0.010% MIN 
OVERTRAVEL 1/16", 

2/5/43 CUM: MBL-23 CATALOGUE 

way 43 CCS: 3-368 f 


cum 24180 PO-t 

SNAP ACTION SWITCH: 

SPST, NORMALLY CLOSED, CONTACTS RATED 
110 V AT $0 AMPS ACAND 110 V AT 1 AMP OC 
LEAF*SPRING ACTVATOR. OPERATING PRESSURE 
2 10 3 CUNCES, DIFFERENTIAL PRESSURE 
1 TO 20UNCES, DIFFERENTIAL MOVEMENT 
0.010" MIN., OVERTRAVEL 1/16", 
2/3/43 CUMs4RL +23 CATALOGUE 
MAY 43 CCS:8-362 


MAIASTHS 
NAVSHIPS 900,109 


cHP 24184 HARK 9 
TIMER SWITCH: 
INPUTS 110/1/60. MAXIMUM CURRENT 0,05 


AMP. CONSISTS OF A SYNCHRONOUS MOTOR AND 


A LCEMETED MOTION SNAP ACTION SWITCH. 


MOTOR TO OPERATE SWITCH BETWEEN 15 AND 


16 SECONDS AFTER MOTOR tS ENERGIZED. 
SWITCH BACK TO NORMAL BETWEEN 2 AND S$ 
2/5/43 CWrKS-8708 

May 43 LUST #3 


cue241814 


SECONDS AFTER MOTOR IS DE-ENERGIZED. 


cco- 24182 ~55ACC 

ROTARY SWITCH: 

SPST RATED 125 V, 6.0 AMP AC OR OC, 
StMELAR TO RE24AAI1T8. TUMBLER TYPE. 


2/20/43 COLIGAPAS KS5J89-1 
MaY 45 REV t 


ctc 24183 “5S5ACC 
ROTARY SWITCH: 


SPST RATED 125 V, 5.0 AMP AC. TUM3LER 


Treés. 


2/20/43. CTC32287 CG3K35 3896-2 


Rev t 


CAE24184 SN 
SwittCH, TOGGLE: 


SPST, MONENTARY OFF. CONTACTS RATED 30 


AMP 24 V AC AND S AMP AT 825 V AC, 
WAS LUMINOUS LENS IN HANDLE. 


2/24/43 CAEs 8213 CGLK435278 
Mat 43 Rev i 


e¢- 24185 0S-2 

SWITCH, TOGGLE: 

DPST. ONE BREAK PER CIRCIUT. CONTACTS 
RATED 3.0 AMP AT 250 V. 


WEXCEPT SILVERED CONTACTS 
3/5/48 CGstGazas V-6056082-2 
MAY 43° *SEE ABOVE REV Oo 


c6- 24186 08-2 

SWITCH, TOGGLE: 

SPST. ONE BREAK PER CIRCUIT. CONTACTS 
RATED 5.0 AMP, 250 V. 


*EXCEPT SILVERED CONTACTS 
3/S/43 CGSIGAIAS V-8056082-1 
MAY 43° *SEE ABOVE REV 0. 


CG- 24187 os-2 

SWITCH, TOGGLE: 

OPDT. ONE BREAK PER CIRCUIT. CONTACTS 
RATED 3.0 ANPS, 250 Ve 


*EXCEPT SILVERED CONTACTS 
3/5/45 CGr1Cases V8055082-3 
MAY 43° *SEE ABOVE REV O 


RESTRICTED 


cé- 24188 08-2 

SWITCH, PUSH BUTTON; 

SPST. TWO BREAKS PER CIRCUIT. CONTACTS 
RATEDS..0 AMP, 125 Ve MOMENTARY CONTACT. 


*EXCEPTSLVERED CONTACTS 
345043 COSI GAtSA4 v-8056084 
May 43 SEE ABOVE REV O 


cc- 24189 St-3 

SWITCH, TOGGLES 

OPOT, 1.0 AHP AT 250 V, $ AMPS AT 125 
VOLTS LUS TERMINALS. SAME AS. TYPE 
-240418 EXCEPT FOR POLES AND THROWS, 


SCOMS716-121 ALT 1 
3/10/45 CSrTTsA4CSE K-7889541 
WAR. 45 CHH:20905 REV 0 7 


cae 24190 Qer 
SWITCH, TOGGLE: 
SPOT CONTACTS RATED 20 AHP. 24 ¥. 


3710743 CAEL 8744 A-90-369 
MaY 43 


cat 24191 QBF 

SWITCH, TOGGLE 

SPST CONTACTS RATEC 30 AMP AT 24 V AND 
& AMP AT 126 VAC. 


3710743 CAES8201 42-K1-6 
MAY 45 


cHH 24192 QeF 
SWITCH ROTARY: 
DPOT CONTACTS RATED 3.0 AMP AT 250 ¥. 


3/10/43 CtR-tS75-EH 
MAY 43 


CHH 1575 -EH 


cnn 24193 ger 

SWITCH, TOGGLE: 

DPST. CONTACTS RATED 30 ANP 375 VDC, 30 
AMP 600 V¥ AC. 


3/10/43 CHH: 7894 Cas 7894 
MAY 43 


CHH 24194 QeF 

SWITCH, TOGGLES 

DPDT. CONTACTS RATED 3.0 AMPS, 250 V, 
6.0 ANP 125 V. 


3/10/43 CHH:81027-FC CHEESR-6768C00-19 
DEC 44 81027-FP REV O 


cco- 24195  sc-3 
SWITCH-PUSH BUTTONS 

SINGLE CIRCUIT, NORMALLY OPEN, MOMENTARY 
CONTACT. CONTACTS RAIZO 3.0 AMP AT 250 ¥ 
AC. SIMILAR TO TYPE-~ 241352, 


#6G2K-7870464, REV 9 
3/10/43 CGrICAI9ASO K-7889742 
May 45 REV O 7 


DEAKATION [FIRST AssicntD, FoR | HAMERAIG 


CoM-24196 SG 

SWITCH-TOGGLE: 

SPST. CONTACTS RATED: 110 VAC, 10.0 AMP. 
3 POSITION, ONE NON-LOCKING, 2 LOCKING. 
SIMILAR TO TYPE-24138, 


3/19/43 COM:R-4101-Z1 = CRP3DUG28-5052 
MAY 43 MODIFIED SUB 4 


com 24197 SG 

SWITCH*TOGGLE?s 

SPST. CONTACTS RATEOSI110 V AC, 10,0 AMPS 
2 POSITIONS, ONE LOCKING, ONE NON~LOCK- 
UNG. SIMILAR TO TYPE-24139. 


3/19/43 CoOM:R-4101-23 CRPSDUG28-5053 
MAY 43 MODIFIED sus 3 ; 


cae 24198 RBF-3 
SWITCH TOGGLES: 
SPST CONTACTS RATED: 125 VOLTS, 5 AMPS. 


3/23/43 CAE: 8201K5 CWQ:2A260 
AUG. 44 (LESS LUMINOUS TIP? 


cuH 24199 OAA-2 
SWITCH*TOGGLEs ; 
SPST. CONTACTS RATED 3 AHP AT 250 V. 


CHH OWG ON FILE 
3/26/43 CHH:20992-BY CFES45.178 
AUG. 44 RE-ISSUE A 


cHH 24200 sm 

SWITCH-TOGGLE: 

TWO CIRCUIT,SPOT; EACH CIRCUIT SPST. 
CONTACTS RATED i AMP AT 250 ¥ AC, 3 AHP 
AT U25 VAC, 


4/3/43 COsK43JIT6-T 
MAY 43 REV. 1 


CHH 24201 SH 
SHITCH-TOGGLE . 
DPST. CONTACTS RATED 12 AMP AT 128 V AC. 


4/3/48 CO:K435250-1 
MAY 43 Rev 3 


cae 24202 sé 

SWITCH-TOGGLE: 

3 POSITION, } CIRCUIT. DOWN 1S MOMENTARY 
CLOSED; CENTER POSITION IS OFF; UP 
POSITION 1S CLOSEO. CONTACTS RATED 30 
AMP AT 24 VAC, 5 AMP AT 125 V AC, 
LUMINOUS TIP ON HANDLE. 


4/3/43 CAE3 8208 COLK435289 
MAY 43 REV t 


CAE 24203 SM 

SWITCH-TOGGLE: 

3 POSITION, | CIRCUIT. DOWN IS CLOSED; 
CENTER POSITION 1S OFF; UP POSITION ts 
CLOSED. CONTACTS RATED 30 AMP AT 24 ¥ AC 
5 AMP AT 125 V AC. LUMINOUS TIP ON 
HANDLE. 


4/3/43 CAE38200 CG:K43J290 
Hay 43 REV 1 


" ASTTAS CAE 28342 


Class 24—Switches 


ALT WA RRALIR, 


cae 24204 GENERAL USE 

LINE SWITCH: 

CONTACT RATING?30 AMP, 250 V AC,2 POLE, 
SINGLE THROW, MANUAL. ORIP-PROOF. 


FIRST PURCHASESNXSS-25282 
4/6/43 CAES4V1SH4MOD CAE 32005X1 
May 43 CAEs42002Y1 


cae 24205 PE-t 
SWITCH TOSGLE: 
SPST, FOUR GREAK (SERIES). RATED 10 AMPS 
125 ¥, 6 AMPS, 230V AC. 


8 


4/21/43 CAE:8160 
NOV. 43 


cyP 24206 GEN USE RE 24F 146 
ANTENNA DISCONNECT SWITCH: 

RATED 7500 V AT 200 AMPS SPOT. CONSISTS 
OF AN ARM WHICH 1S LOCKED INTO C:RCUIT 
BY SPRING DETENTS, 2 TYPE -61175-A IN- 
SULATORS AND A BASE PLATE. SAME AS CYP- 
24158-A EXCEPT FOR ENSULATORS. 


4/27/43 B-440 CYP 38-440 
NOY. 43 AND S-(24) 


ccx 24207 HARK 8 

SWITCH-TIHE DELAY: 

CONTACTS RATED 125 V, 60 CY, 15 AMPS, 
MOTOR RATED 115 V, 60 CY, 450RPH. PRESET 
FOR 60 SEC +10% TIME OELAY. SWITCH TO BE 
MU-SWITCH CORP TYPE MiBS-Z SPDT HAVING 
KORMALLY OPEN CONTACTS. TO BE USED AS AN 
ALTERNATE FOR TYPE -24166 SWITCH HOWEVER 
4/30/43 CKsKS-10149 CCX284794 REV O 
AUG. 43° LIST 2 


ccx24207 
NOT INTERCHANGEABLE. 


CCX- 24207-A MARK 8 

SWITCH-TIME DELAY 

CONTACTS RATED 125 VOLTS. 60 CYCLES. 15 
AMPS. MOTOR RATED 115V, 60 CYCLES, 450 
RPM, PRESET FOR 60 SEC. + 10% TIME DELAY 
SWITCH TO BE MU-SWITCH CORP TYPE MBS-Z. 
SPDT HAVING NORMALLY OPEN CONTACTS. TO 
BE USED AS AN ALTERNATE FOR TYPE -24166 
6023444 (CHIKS*10149°  (CCXIG4-794 

OCT. 44 LIST 5 REV 0 


ecx- 24207-a 
SWITCH, HOWEVER NOT INTERCHANGEABLE. 
SAME AS -24207 EXCEPT HAS AN ADOED LEAD 
ANO USES AN IMPROVED MOTOR. 


cae 24208 sM 

SWITCH-TOCGLE: 

3 PST; CONTACTS RATED 10 AMP AT 250.V 
AC. 


CAE SK43 3701 
MAY 43 REV O 


RESTRICTED 


CMX218123 REV O 


SUA |] eare T anraetpage® 


3.24-11 
oth AM RAUS 


cHH 24209 = SR 

SKITCH-TOGOLES 

OPST; CONTACTS RATED 12 ANP AT 125 V AC. 
StMILAR $O 24066 AND 24066A 


4IT143 CHIH: 80600-AP CGLK43250-2 
MAY 43 REV I 


cau 24210 +232118-23172 

SWITCH-CAM LEVER? 

THREE POSIT. 0%. SECTICH 1:D7DT, NON LOCK 
SECTION 2:SPST WON LOCK. CONTACTS RATED 
3 AMPS, 150 WATTS PER SET OF CONTACTS. 
OVER ALL BREAKDOWN RATING 1S 500 VOLTS, 


A743 CAUSD321238 COT:P-1581A 


AUG 43 


cun 24211 SN-1 

SWETCH-SKAPACT ION: 

SPST NORMALLY CLOSED. RATING 8.0 AMPS, 
125 V OC INDUCTIVE, AT SEA LEVEL. 5.0 
AMPS, 125 V OC INDUCTIVE AT 40,000 FT., 
OPERATING PRESSURE iS 16 > 28 O27 DIFFER- 
ENTIAL PRESSURE 1S 8-14 OZ. DIFFERENTIAL 


CG iK-43882 REV $, CB%I746-111, ALI O 
S/11/43  CUNSTYPE DXR *SEE ABOVE 
FEB. 45 
eo 
cun24211 


MOVEMENT 1/16. 


cH 24212 DAS 

SWITCH, PUSH BUTTON: 

OPST PUSH BUTTON SNAP ACTION SHITCH. 
CONTACT RATING: | AMP, 250 V, 60 CY, 
3 AMPS, 125 VV, 60 CY. 


S/¥9743  CHHSCAT#3594-D CG3K44 5859 
SEPT 43 REV O 


cCHH 24213 DAS 

SWITCH, TOGGLE: 

DPDT. CONTACTS: 1 ANP, 250 V, 60 CY; 
3 AMPS, 125 ¥, 60 CY. 


#CHZ:SH-1010 REY A 
5411043 CHH:720905-GP  CG2K44I420-3 
SEPT 43 REV 0 # 


CMU 24244 GEN USE 

SWITCH*SNAP ACTION: 

SINGLE POLE SINGLE THROW, NORMALLY OPEN, 
CONTACTS RATED 10 AMP AT 125 V AC OR 5 
AMP AT 250 V AC. MOVEMENT DIFFERENTIAL 
0.0007 INCH OR UNDER; OPERATING PRESSURE 
UNDER 7 OUNCES; PRESSURE DIFFERENTIAL 
FIRST PURCHASES NX33-21690 

8722/43 YZ-RSB CRVIM-440261-S 
SEPT 43 SuB i 


cHU 24214 
¥ TO 3 OUNCES; OVERTRAVEL 1/416 INCH. 


BRAT RA RU 
NAVSHIPS 900,109 


Class 24——Switches 


MALT SARI. oA GNONN, AAR ATRIA 


cez 24215 WK-12 

SWITCH-TOGSLE: 

DPST, RATED 25 AMP AT 125 V AC, 20 AMPS 
AT 250 V AC. 1S OFF IN DOMNWARD POSITION 


$/27/43 CCZ:980-F3N CHSBA-19056-2 
SEPT 43 . ISSUE 2 


COZ 24215-A MK-12 

SWITCH TOGGLE 

SAHE AS -24215 EXCEPT HAS MORE POSITIVE 
ACTION. 


3/10/44 980-FEN 
MAR. 44 


cbZ 24216 SO-t 

START-STOP SWITCH; 

USED FOR STARTING AND STOPPING MOTOR 
ALTERNATOR+ ENCLOSED IN WATERPROOF 
HOUSING, 


8/28/43 CRP328-5091 CRP3L28-509 
MAR. 45 sua. 3 


ccc 24217 HARK B 

SWITCH, CAM LEVER: 

4 POLE SwiTChH LOCKS IN LOWER POSITION, 
NON-LOCK IN UPPER POSITION UPPER AND 
LOWER SECTIONS EACH CONSIST OF ONE SPST 
NORMALLY OPEN ANDO ONE SPST NORMALLY 
CLOSED SET OF CONTACTS. CONTACTS RATED 
10 AMPS, AC, 2 AMPS DC AT [25V. SIMILAR 
6722743 CGCENCL-2-4-1-3 CHsESA-682075-2 
SEPT 43 ISSUE 2 


c6c24217 
TO +*241246 


crt 24218 Ye 

SWITCH CAM LEVER: 

2 POSITION, MOMENTARY “ON” AND "OFF", 
CONSISTS OF A SET OF OPST CONTACTS, OPEN 
im THE "ON" POSITION AND CLOSED IN THE 
"OFF" POSITION ANDO A SET OF SPST CON- 
TACTS, CLOSED IN THE "GN" POSITION AND 
OPEN IN THE “OFF® POSITION. CONTACTS 
6/22/7458 CGCLACL-2-12-351 RA-1792-1 

SEPT 43 7-31 MHOOIFIEO REY C 


cFr 24218. 
RATED 10 AMPS AC, 2 AMPS OC AT 125 VOLTS. 


cet 24219 YL 
SWITCH CAM LEVER: 

4 POLE, 3 POSITION. UPPER, NEUTRAL, 
LOWER. UPPER & LOWER POSITIONS ARE 
MOMENTARY. FOUR SETS OF CONTACTS: A 
(SPST), B (SPOT), CC(SPOT) AND OC(SPST). 
UN UPPER POSITION A AND D ARE OPEN, B 
AND C ARE CLOSED. IN NEUTRAL POSITION 
Gf22/43 CGC2MCL-2-28-28-4 RATI792-1 
SEPT 43 MODIFIED REV C 


NAVSHIPS 900,109 


ccc 24219 
A IS OPEN, 8,C,D ARE CLOSED. IN LOWER 
POSITION, 6 JS OPEN, A,C,D ARE CLOSED. 
CONTACTS DATED 40 AMPS AC, 2 AMPS DC AT 
125 VOLTS. 


crt 24220 Te 

SWITCH, CAM ‘LEVERS 

4 POLE, 3 POSITION, UPPER, NEUTRAL, 
LOWER. UPPER AND LOWER POSITIONS ARE 
MOMENTARY. FOUR SETS OF CONTACTS: A,8,.C, 
AND 0. ALL SPST. IN UPPER POSITION B IS 
CLOSED. A,C,O ARE OPEN. IN NEUTRAL POSI- 
TION, AUS OPEN, B,C,D ARE CLOSED. IN 
6/22/43 CGCSHCL-2-4-4-4 RA-1792~ 

SEPT 43 MODIFIEO REV C 


crt 24220 
LOWER POSITION, B JS OPEN, A,C,D ARE 
CLOSED. CONTACTS RATED 10 AMPS AC 2 AMPS 
BC AT 125 VOLTS. 


cert 242214 Ye 

SWITCH, CAM LEVERS 

2 POSITION, MOMENTARY "ON" AND "OFF", 
CONSISTS OF A SINGLE SET OF SPST CoON- 
TACTS WHICH ARE OPEN ON THE "ON" POSI- 
TION AND CLOSED ON “OFF” POSITION. 
CONTACTS RATED 10 AMPS AC, 2 AMPS OC AT 
125 VOLTS. 

6/22/43 CGCIMCL-30-4- CFT sRA-1803-2C 
SEPT 43 31-3 MODLF FED 


€8zZ 24222 Qca-2 
START-STOP SWITCH: 
RATED 600 VOLTS AC OR OC. 


TENVCAS CLASS 9001 CRVIM-306553-14 
SEPT 43 TYPE 820A sub oO 


CSZ- 24222-A OGBa,QcQ-2 

PUSH BUTTON SWITCH: 

RATED 600 VOLTS aC OR DC. SAME AS -24222 
EXxCePt 4T HAS A WATER TIGHT ENCLOSURE 
AND CARRIES THE MARKINGS "MCC" AND 
"NORMAL". 


2726745 ClLass-9001 CRVSW-307933-75 
MAR. 45 TYPE-EQ-1108 REV 2 


cre 24223 GEN USE RE 24F147 
ANTENNA SWITCH: 

RATED 2500 V AT 100 AMPS. SPDT. CONSISTS 
OF AN ARM WHICH IS LOCKED INTO THE CIR- 
CUIT BY SPRING DETENTS, 2 TYPE -61174-B 
INSULATORS AND A BASE PLATE. 


T1743 CYP3B-450 "CYP 3B-450 
SEPT 43 


cG- 24224 SK-2 

PUSH BUTTON STATION: 

START-STOP TYPE WITH LOCKING BAR» ONE 
NORMALLY OPEN CIRCUIT AtLD ONE NORMALLY 
CLOSED CIRCUIT. CONTACTS RATED 600 V DC, 
0.4 AMPS; 230 V DC, F AMP; t15 V OC, 2 
AMPS; #107220 VAC, 8 AMPS; 440/550 VAC, 
4 AMPS. 

7626/43 CR-2940-2KP7 CG3M-7470311 
SEPT 43 REV 0 


RESTRICTED 


comers} = SUED 


| “eae? | AOA 


CAAK-24225  *AN/ARR-2 

TIME SWITCH 

SPRING WOUND MECHANISM ENCLOSED IN PLAS- 

TIC CASE. MAX. TIME SETTING IS 30 

MENUTES WIN, 1S 5 MINUTES. HAS 2 PAIRS 

OF SPST CONTACTS, EACH PAIR RATED 125¥ 

BC. 2 AMPS. CONTACTS ARE.OPEN IN “OFF 

POSITION AND CLOSED FROM 5 MINUTE TO 30 
8/3/43 EXP 490 CWrBL-31631 
WOW. 43 ISSUE 2 


CAAK-24225 
MINUTE POSITIONS AND UNTIL RETURNED TO 
SOFF" POSITION. 


CHH- 24226 MK-$2 

TOGGLE SWITCH 

OPST. CONTACTS RATED: 3 AMPS, 250 VOLTS: 
6 AMPS, 125 VOLTS. BUSHING 13764" LONG, 
BALL TYPE HANDLE. TERMINALS EMERGE FROM 
BOTTOM. 


8/6743 810246-FU CHSESA-676800-9 
BEC. 46 81024-FP ISSUE 40 


CHH: 24227 MK-12 

TOGGLE SWITCH 

OPOT. CONTACTS RATED 3 ANPS, 250 VOLTS: 
6 AMPS, 125 VOLIS. BUSHING 13/32" LONG. 
BALL TYPE HANDLE. TERMINALS EMERGE FROM 
ENOS.. 


8/6/43 Sr0z7-4 CHTESA-€7E800-17 
DEC. 44 81027-LA ISSUE 40 


CHH24228 © NK-12 

TOGGLE SWITCH 

OPOT. CONTACTS RATED 3 AMPS. 250 VOLTS; 
6 AMPS, 125 VOLTS. BUSHING 13/32" LONG, 
BALL TYPE HANOLE. TERMINALS EMERGE FROM 
ENOS. SELF RESTORING TO INDEX SLOT SIDE. 


876/43 1057-8 CHZESA-676800-18 
DEC. 44 81057-BA ISSUE 40 


CHH24228-a SL 

TOGGLE SWITCH 

SAME AS TYPE -24226 EXCEPT HAS HEAVIER 
RESTORING SPRING. 


8/30/43 81057-E CWrESA-676800-33 
DEC. 44 81057-EA ISSUE 41 


CHH- 24229 MNK-12 

TOGGLE SWITCH 

SPDT. CONTACTS RATED 3 AMPS, 250 VOLTS: 
6 AMPS, 125 VOLIS. BUSHING 13/32" LONG. 
BAT TYPE HANDLE. TERMINALS ENERGE FROM 
BOSTOM. HAS ENDEX SLOT. 


8/6/43 61021 -FE CWsESA-676800-20 
DEC, 44 81021-FH isSueE 40 


CHHs 24230 MK-12 

PUSH BUTTON SWITCH 

SPST. MOHENTARY CONTACT. CONTACTS RATED 
3 AMPS, 250 VOLTS: 6 AMPS, 125 VOLTS 
BUSHING 3/8" LONG, TERMINALS EMERGE FROM 
BOTTOM. 


876/43 81075-0 CWSESA-676B800-35 
BEC. 44 81075-DA #SSVE 40 


[are | MAGEE? | ANH | 


UNLESS 5 RAT tcl tele, YAR SER eI Ee Sonn it SCTE SS 


ROMER LIER SISAL RAE ELLIS RIMES A OE LIL OE 


[MAME [rasr assicuan son | QP MLERON, NAMING, 


CHH-24231 NK-12 

TOSGLE SWITCH 

DPOT. CONTACTS RATED 3 AMPS, 250 VOLTS; 
-6 AMPS 125 VOLTS. BUSHING 13/64" LONG. 
BALE TYPE HANDEE. TERMINALS EMERGE FROM 
Boitom. % 


8/6/43 81 027-AC CHSESA-676800-36 
DEC. 44 81027-FQ tSSUE 40 


cw: 24252 OSEE BELOW 

SWITCHING UNIT 

FOR OPERATION FROM 32V DC. INCLUDES 3. 

POLE, 3 POSITION SWITCH AND SILICON CAR- 
BIDE VARISTOR. SAME AS -24233 EXCEPT 

SUPPLY VOLTAGE. 


OFOR USE WITN SE 
8/7/43 = -D-151804 CW23A-1403 
NOV. 43 Issue | 


CW 24233 OSEE BELOW 

SWITCHING UNIT ~ 

FOR. OPERATION FROM T15 VOLTS DC. IN- 
CLUDES 3 POLE, 3 POSITION SWITCH & 
SILICON CARBIDE VARISTOR. SAME KS -24232 
EXCEPT FOR SUPPLY VOLTAGE. 


OFOR USE WITH SE 
8/7/43 -0-151805 CwrBA-14031 
NOV. 43 : Issue 1 


cG- 24234 MARK 26 

PUSH BUTTON SWITCH 

SPOT. NORMALLY ON MOMEMNTARY ON (2 LIVE, 
2 CIRCUIT). CONTACTS RATED 24V AC OR OC, 
10 AMPS, EXCEPT ON INDUCTIVE LOADS. 


8/14/43 MONE S24A2 CGSK+7894717 
NOY. 43 : REY 0 


CHH- 24235 MARK 22 

TOGGLE: SWITCH 

DPDT. CONTACTS RATED 3 AMPS AT 250 VCLTS, 
6 AMPS AT 125 VOLTS. 3USHING 13/32" LONG, 
BAT TYPE HANDLE 3/4" LONG. TERMINALS 
EMERGE FROM BOTTOM, 


#ISSUE 40, CHZESA-676800-14, ISSUE 53 
8/17/43 B1027FA CWZESA-676800-10 
DEC, 44 81027FN * SEE ABOVE 


CHH 24255-A MARK 22 

TOSGLE SWITCH 

DPOT, CONTACTS RATED 3 AMPS @T 260 VOLTS 
6 AMPS AT 128 VOLTS. SUSHING 13/32" LONG. 
BAT TYPE HANDLE 3/4” LONS, TERMINALS 
EMERGE FROM BOTTOM. SANE AS -24235 EX- 
CEPT HAS SNDEX SLOT. : 


W/1/44— B1027-AN CWIESA-676800-60 
HAR. 44 ISSUE 46 


CHH 24236 MARK 22 

TOGGLE SWITCH 

SPDT. CONTACTS RATED 3 AMPS AT 250 VOLTS 
6 AMPS AT 125 VOLTS, BUSHING 15/32" LONG 
BAT TYPE RANDLE 374% LONG. TERMINALS 
ENERGE FROM BOTTOM. \ 


ass7/43  81021FB CWSESA-676B00-25 
DEC, 44 81021FG ISSUE 40 


CNU-24237 MK-12 
SHITCH, SENSITIVE 
SPDT, CONTACTS RATED 10 AMPS AT 125V AC. 
1/16" QVERTRAVEL DIFFERENTIAL MOVEMENT 
0-01" TO 0.03". OPERATING PRESSURE IS 3 
TO S$ OUNCES. PRESSURE OIFFERENTIAL 0-5 
TO 1.5 OUNCES. 

*#CRP2U28-5067. REY 4 

6/23/43 CMUIrB-RL2 CwrBA-10052-33 
MAR, 45 CUMSSMZBN-21 ISSUE 4 sad 


Class 24—Switches 


3.24-13 


cor 24239 SP-IM 

SWITCH 

3POT, CONTACTS RATED 100 AMPS, 230 VOLTS 
AC. NOT FUSED. OPEN IN NEUTRAL POSITION, 
LEVER TYPE. a 


8/25/43 #35323 CGSH-7472285 
AUG. 44 REV 1 


6617-24239 SP-1M 
SwiTCH 


4POT. CONTACTS RATED 106 AUPS, 230 VOLTS 


AC. NOT FUSED OPEN IW NEUTRAL POSITION. 
LEVER TYPE. 


: CG:4-7472286 
AUG. 44 REV 1 


8/25/43 #35423 


cG- 24240 sa 
SWITCH 

4 CIRCUIT, 3. POSITION SWITCH, CONTACTS- 
WILL WITHSTAND TO AMPS AT 230 YOLTS ACe 


8/25/43 CRIO70-FI04-DI CG:H-32J875 
NOY. 43 REV 3 


cass-24241 so-t C-25t7 
START-STOP SWITCH 

ELECTRICALLY SAME AS CB2-24216 BUT HAS 
DIFFERENT MOUNTING PROVISIONS. PUSH 
BUTTON TYPE. START BUTTON LS NORMALLY 
OPEN, DOUBLE BEAK. STOP BUTTON IS 
NORMALLY CLOSED, DOUZLE BEAK. CONTMETS 
RATED 10 AMPS AT 415 VOLTS OC. 

8/31/43 204 CRP3UZ8-5100 
NOV. 43 sus B 


CHH 24242 MK-12 

SWITCH TOGSLE 

SPST CONTACTS RATED: 3 AMPS, 250 VOLTS; 
6 AMPS. 125 VOLTS, BUSHING 3/8" LONG. 
BAT TYPE HANDLE. TERMINALS EMERGE FROM 
EnD. 


9/1/43 86994-AB,~ CWSESA-€7E689C-6- 
DEC. 44 AC,~AH tr. ISSUE 52 


CHH 24243 MK-~12 

SWITCH-TOGGLE : ; 
DPDT.CONTACTS RATED 10 AMPS,'125 VOLTS; 
& AMPS, 250 VOLTS. BUSHING 3/8" LONG. 
BALL TYPE HANDLE. SCREW TERMINALS IN 
BOTTOM, CENTER POSITION IS "OFF". 
*CBMIT-746-115 REV 0, CAY28-D-1678 
CHANGE 1 

9/1743 80638 CWSESA-682035-2 
BAR. 45 issve 3 * 


CMA-24244 MK -12 

SWITCH 

ROTARY TYPE. SINGLE CIRCUIT, 5 CONTACT. 
SHORTING TYPE. ROUND SHAFT 1 1/8" LONG, 
BUSHING 3/8" LONG. 


9/4/45 31150 CHrBA-10162- 
Nov. 43 iSSUE 1 


cte-24245 see BELOW 
SWITCHING UNIT 
FOR SwlTCHIWNG FROM RECORDER TO tHDICaToR. 


*ACCESSORY FOR NJ-8 (NXS-28260) 
9/16/43 ES-412) CipseS-t82t 
NOV. 43 


[RnR First assigned Fox | ¥AVEQRAWING | 


cs- 24246 Ata 

SWITCH BOX 

CONSISTS OF A SPST SWITCH RATED 20 AMPS, 
24 VOLTS ENCLOSED IN A BOX WITH 
AN-3102-123-3P RECEPTACLE. 


9/21/43 CS:R5-808768 
NOV. 43 REV O 


CG- 24247 X-TOP-t 

TRANSHISSION LINE SWITCHING UNIT? 

FOR SELECTING ONE OF TWO TRANSMITTERS TO 
CONNECT TO ONE OF TWO COAXIAL LINES. 


9/28/43 AMYESAI P-7766570 
FEB. 45 REV O 


cun 24243 sq 

SNITCH 

SPST NORMALLY OPEN. CONTACTS RATED 8 
AMPS, 125 VOLTS DC INOUCTIVE AT SEA 
LEVEL AND 5 AMPS, 125 VOLTS DC INOUCTIVE 
AT 40,000 FEET. SWITCH OPERATING PRES 
SURE 16-28 O02. FEFFERENTIAL PRESSURE 


FCGEK+4/9845, Rev OU, CBMI/46-410 ALI O 


9/29/4435 OXG SSEE ABOVE 
Fes. 45 
cun24248 © 
8-14 02. 
anon 


cHH 24249 SH 

SWITCH, TOGGLE 

OPST. CONTACTS RATED 12 AMPS AT 125 
VOLTS AC. 


VO/21743 BOEOO-AU CGSK-43J250-3 
NOV. 43 REV 4 


“cH 24250 MK 1, MOD 2 


SWITCH, TOGSLE 

SPST. CONTACTS RATED 1 AMP, 250¥. 
2 AMP. 125¥. 

TEMP. RANGE-35°C TO 65°C. 


10/30/43 ¥20902-GB CG:K-45/704-1 
Nov. 43 REV. 0 


CHH 24251 MK 11 MOD.4 

SWITCH, TOGGLE 

DPST CONTACTS RATED 12.0 AMPS AT 125 
VOLTS, 6.0 AMPS AT 250 VOLTS. SCREW TYPE 
TERMINALS, BAT TYPE HANDLES. 


44/4/43 =80600-28 CGsK-7890850 
NOV. 43 ; REV'O 


cHu'24252 MK-13 

SWITCH 

SPST HORMALLY CLOSED. OVERTRAYELS 17/16", 
MOVENENT OUFFERENT PAL: 0.995" TO 0.018", 
PRESSURE DIFFERENTIAL: 1/4 10 1 02, 
OPERATING PRESSURE: 1 TO 2 OZ. 


VA/$/430 WIRE CWSBA-10052-22 
NOV. 43 ISSUE 5 


RENAE 


DATE 


UCTS 
RESTRICTED 


SHANATAC TUE 


cart | OMAR | ARATE] 
NAVSHIPS 900,109 


3.24-14 


DEACKATION —_|FiRST assicnap For |] ANCL GRAMNIS 


CHU- 24252-A QGC 

SWITCH, SENSITIVE 

SPST NORMALLY CLOSED. 1/16" OVERTRAVELS 
0.005 TO 0.015" MOVEMENT DSFFERENTHAL; 
174 TO 4 OZ. PRESSURE DEFFERENTUAL; t= 
TO 2 OZ. OPERATING PRESSURE. CONTACTS 
RATED 10 AMPS 125 AC. 5S AMPS 250¥ AC. 
SAME AS +24252 EXCEPT FOR LONGER 
5/16/45 wW2-RLII CBNS745-284 
JUN. 45 . ALT. O 


CHU=24252-a 
ACTUATOR. 


24253 BaAK-1 RE 24AKI18 


SWITCH-TOGGLE 


OPST GOHTACTS RATED 1 ARP AT 250¥, 3 ARP 


AT 125¥. SAME AS 24001 EXCEPT BAS 5/8” 
SHANK. 


12/4/43 CHH:20902-GP 
FEB. 44 


‘CAE 2425% = ¥G-VG-1 

SW 1 TCH-TOGGLE 

SPST CONTACTS RATED 20 AMPS AT 24¥ OC, 
& AMPS Al 125V AC SINGLE BREAK PER 
CIRCUIT. SIMILAR TO -24191 


T2f43/43 #8201 CGrKS2U387 
AUG. 44 REY 2 


con 24255 SP 
SWITCH, LEVER TYPE 


FOUR POLE, DOUBLE THROK, THREE POS!TIONS, 


GANGED KEY. COWTACTS RATED 20 ANPS AT 
110 VOLTS AC. NON-LOCKING iN UPPER AND 
LOWER POSITIONS. 


2/15/43 4101 CG3M-485478-1 
FEB. 44 REV 2 


CAE 24256 — VG.YG-1 
SWITCH TOGGLE 


OPOT CONTACTS RATED 20 AMPS AT 125 ¥ DC, 


35 AMPS AT 15V OC. SINGLE BREAK PER 
CrRcUIT. a 


32/22/43 8710 CGSKS4J367 


FEB. 44 


CG- 24257 GEN RADAR USE 
SELECTOR SWITCH 
USED 10 SWITCH PROJECTION PPI TO ANY OF 


5 RADAR SYSTEMS, HAS 5 ACTIVE POSITIONS, 
| OFF POSITION AND 16 WAFERS. CONNECTION 
TO 8E SWITCHED ARE 1-SPEED ANTENWA FERAIN 


SIGNAL, 1-SPEED GYRO SIGNAL SYNCHRONIZ- 
ING PULSE AND VIDEO SIGNAL, 

12/23/45 DL4wa3Sa w-19T741 

MAR. 44 sue 0 


cG- 24258 UE-1 

ANTENNA SWITCHING GEAR 

CONTAINS: (1) TINER=TO-TRANSMETTER 
SWITCHES AND FEED-THROUGHS: (2) LOCAL 


SIGNAL ANTENNA SNPUT AND ATTENUATOR NET- 


WORK; €3) REMOTE SIGNAL INPUT AND FIRST 
STAGE @F ANTENNA ATTENBATOR; (4) POWER 


INPUT TO ALL UNITS AT 115/1/68, SO AMPS, 


a 


1/8/44 DL 4Ww4i0A 
FEB. 44 


[bare | SBRRARSHREFS SHAFT, 
NAVSHIPS 900,109 


Class 24—Switches 


NI, HA GHNE, 


6c-24258 
CIRCUIT BREAKER, LIWE FILTER. 


cHH- 24259 Qc SERIES 

SWITCH ROTARY 

& PDT CONTACTS RATED & AMPS 250¥, TO 
AMPS 125V. 


1/14/44 CHH: 81422 
FEB. 44 , sue A 


cHH 24260 VG .¥G-1 

SWITCH,ROTARY — 

SIX POSITIONS, FIRST POSITION OFF. CON- 
SISTS OF 22 SECTIONS. CONTACTS ON EVEN 
SECTIONS CONNECTED BY SHORTING STRIP. 
ROTORS OF ODO SECTION CORNECTED TO ROTOR 
OF NEXT CONSECUTIVE EVEN SECTION, RATING 


6 AMPS 125 VOLTS DC; 10 AMPS 125 VOLTS DC_ 


1/19/44 JR CG3H435659 
FEG. 44 REV O 


CFT 24267 DAK-2 

LEVER SWITCH 

CONS{STS OF 2 SETS OF SPST-HO SECTIONS 
MOUNTEO SIDE BY SIDE IN TOP SECTION OF 
SWITCH; AND ONE SET OF SPST-NO AND ONE 
SET OF SPOT SECTIONS IN LOWER SECTION OF 
SWITCH, 3 POSITIONS-(1> NEUTRAL: ALL 
SPST SECTIONS OPEN, SPOT CLOSED ON UPPER 


6/22/44 705 RF-2145°2 
FE. 44 ISSUE A 
CFT 24267 


HALF, (2) SWITCH UP-".OCKING POSITION- 
LOWER SPST SECTION CLOSES, SPOT CLOSED 
ON BOTTON HALF. (3) SWITCH DOWN-NON- 
LOCKING-BOTH UPPER SPST SECTIONS CLOSE- 
LOWER SECTIONS OF SWITCH IN NORMAL 
POSITION. CONTACTS RATED !/2 AMP 6 VOLT 
60 CYCLE. 


tsZ 24262 -2339¢ 

PUSH BUTTON STATION 

START STOP TYPE. "STOP" NORMALLY CLOSED. 
START NORMALLY OPEN. CONTACTS RATED 6 
AMPS AT'600 V AC, 5 ANPS 250 V OC. SILVER 
CONTACTS. 


2/1 fas 1446-CI1-GI CONS746-63 
FEB. 44 alt © 


cHe 24263 -23396 

ROTARY SWITCH 

V4 SECTIONS. 13 SECTIONS ¢ POLE SINGLE 
THROW. ONE SECTION SPECIAL CONTACTS 
RATED S AHP AY 125¥ DC, 10 AMP AT 825¥ 
ac. 


2/ifee JR=1400 CBN? 746-469 
FEB. 44 SPECIAL ALT © 


CAE 24264 NXsr-44573 
OISCONNECT SWITCH 
RATED 250 VOLTS, 30 AMPS DC. KNIFE, 2 


* POLE, FUSED SINGLE THROW (ON-OFF) NANU- 


ALLY OPERATED, CONTINUOUS DUTY, 50°C 
AMBIENT, CLASS A SNSULATION WITH DRIP 
PROOF ENCLOSURE. 

CAE: 6998 
2/5/44 699801 CAE: 998-1-TMt 
AUG, 44 ALT 2 


BENEATH [inst assignen rox | on ALGER 


cae 24265 MXsr-44575 «37 © TOCINT? 
PUSH BUTTON STATION 37 ¢ S7CINTD 

2 UNIT WATERTIGHT STATION, RANUALLY 
OPERATED FOR REMOTE CONTROL 60°C AMGIEMT, 
CLASS A INSULATION, 


2/s/4a CAES69ST EOS CAE sA8G6-492 
FEB. 44 CaE> 696 


cRY 24266 ace 

LEVER SWITCH 

DPDT UPPER POSITION LOCKING, MIDDLE 
POSITION OFF, LOWER POSITION RESTORING. 
CONTACTS RATED S$ ARP 150 WATT. 


2/7/44 G6 W-S05086 
FES. 44 sua 9 


cuy 24267 VE-| 

SWITCH 

SPST-NO CONTACTS RATED 10 AMPS 825 VOLTS 
AC. HAS ROLLER LEAF ACTUATOR. OPERATING 
PRESSURE 12-14 OZ. DIFFERENTIAL PRESSURE 
3-4 O02. DIFFERENTIAL MOVEMENT LESS THAN 
0.001%. #/16" OVERTRAVEL. PRESSURES AND 
MOVEMENT APPLY TO SWITCH WITMOUT ACTUATO! 
3/10/44 G-RS WITH Cu 3k -525760 
SEPT. 44 JR-2 ACTUATOR Rey I 


CAE 24268 WXsr-445356 

DISCONNECT SWITCH 

RATED SOOV, 60 AMPS, AC. KNIFE 2 POLE, 
FUSED SINGLE THROW (ON-OFF) MANUALLY 
OPERATED. CONTINUOUS DUTY, 50°C AMBIENT, 
CLASS A INSULATION WITH ORIPPROOF EW- 
CLOSURE. 


2/24/44 6998ED2 998-1 -5Nt 
FEB. 45 ALI t 


cc- 24269 MK~26 

PUSH BUTTON STATION ® 

OME CONTACT NO. ONE CONTACT NORMALLY 
CLOSED. RATED 3/1.5/0.75/0.6/1.6/0.8/0.2 
AMPS. EVOVAC/220VAC/440VAC/SSOVAC/IESVOC 
/230VDC/SSOVOC. HORIZONTAL POSITION. 


2/29/44 CR-2940 M-7464458P3 
MAR. 44 REY 5 


cYP 24270 GEN USE 

ANTENNA DISCONNECT SWITCH 

TRUNK TYPE SWITCH. RATED 200A, ISKV, 
40KV PEAK AT 26MC. S.P.T.T. (3 POSITION; 
OPEN, CLOSED AND GROUNDED). CONSISTS OF 
TRO SWITCH BLADES WITH SILVER BALL IW- 
SPRTS OPERATED BY A LEVER ARM +ROTRUDING 
THROUGH BOTTOM OF TRUNK SECTION. HAS 


3/1/44 CYP:S-125 §-125 
MAR. 44 : REY 2 
cre 24270 


SHIELOING GATE. HAS INTERLOCK WHICH 


ALLOW GATE TO BE CLOSED ONLY WHEN 


_ SWHTEE §S LM GROUNDING POSsTLON. 


cum 24271 WEB 

SWITCH 

SPST NORMALLY OPEN. CORTACTS RATED 8 
AMPS 125 VOLTS DC INOUCTEVE AT SEA LEVEL 
AND 5 AMPS, 125 VOLTS DC INDUCTIVE AT 
40,000 fT. 4 AMPS, 250 VOLTS 0.C, 
NOMINAL, SAME AS CUM-24248 EXCEPT HAS 
ROLLER LEAF ACTUATOR. OPERATING PRESSURE 
3/4/44 OXG WITH C8n: 746-488 
FEB. 45 TYPE W ACTUATOR ALT 0 


RESTRICTED 


DATE MSORHORS | SANATUNERS 


es cum 24271 
: 16-28 OZ. DIFFERENTIAL PRESSURE 16-28 
OZ. DIFFERENTOAL MOVEMENT 1746". 


COH- 24272 vE-1 

LEVER SWITCH 

CONSISTS OF DPOT NO SWITCH ON RIGHT SIDE 
AND 4 SPST SWETCHES ON LEFT. THREE . 
POSITIONS. CENTER POSITION ONLY LOCKING. 
TWO OF SPST SWETCHES OPEN UN TOP POSITIO 
AND TWO OPEN IN BOTTOM POSITION. CONTACTS 
RATEO 10 AMPS AT 110 VOLTS A.C. 

3714/44 4108 CGSM-55573 
APR. 44 REVO 


| con 24273 bE-1 

LEVER SWITCH 

CONSISTS OF IS PDT SWITCH ON LEFT SIDE 
AND | SPS¥ ON RIGHT SIDE.' TWO POSITIONS. 

LOCKING IN BOTH POSSTIONS. SPST SWITCH 
CLOSES IW UP POSITION. CONTACTS RATED #0 
AMPS AT 440 VOLTS AC. 


3/14/44 4404 CGs-SSITO 
APR. 44 Rey t 


cKG- 24274 pau ; . 

LEVER SWSTCH 

CONSISTS OF 2 OPOT SWITCHES SIOE BY SIDE. 
3 POSITIONS POSITION ONE: 2 CONTACTS 
CLOSE {NON LOCKING). POSITION TWOs ALL 
CONTACTS OPEN (LOCKING). POSITION THREES 
2 CONTACTS CLOSE (LOCKING? 


3424/44. ES 2035 
APRs 46 SPECIAL 


CFT SRF-2206-2 
(SSUE A 


cG- 24275 GEM. RADAR USE 

SELECTOR SWITCH 

(HPUT: 110/;/60, 0.26 AMPS: 78/1760, 
0.0% AMPS: 663/1/60, 0625 AMPS: 5 VOLTS. 
30 MA DC AND 40 VOLTS, 2 MA PULSE. USED 
FOR CONNECTING VIDEO, SYNCHRO AND SELSYN 
WIRES FROM ANY ONE OF 5 MASTER PPI UNITS 
TO A PPI REPEATER. 


3427044 OL-4W522A TS413518, 
APR, 44 REY 0 
CG- 24275 


HAS 16 POLE COMMON ROTOR SWITCH. 


cet 24276 To 

LEVER SWITCH: 

CONSISTS OF 2 SP MAKE SWITCHES ON LEFT 
SIDE OP SWITCH. POSITIONS ONE AND TWO 
LOCKING. POSITION 3 NON-LOCKING. CONTACT 
RATING 174 AMPERES AT 50 VOLTS. ENDUC- 
TLYE LOAD. 1 AMPERE AT 60 ¥OLTS NON-EN- 
DUCTIVE LOAD. : 
3/31/44 CRVIN-420973-6 
AUG. 44 sua 7 


cON- 24277 Tog 

s LEVER SwitcH 

i CONSISTS OF 2 SETS OF OP BREAK NC 
SECTIONS SIDE BY SIDE 1N TOP HALF OF 
SWtTCH AND ONE SPOT SP BREAK AND ONE DP 
BREAK NC (N LOWER HALF. LOCKING (N UPPER 
POSITION. NO THROW #N LOWER SECTIONS, 
LOWER SECTIONS OPERATING WHEN UPPER 

a 3/31/44 4101 CRVSM-427520° 
AUG. 44 sue} 


Class 24—Switches 


cBN- 24277 


SECTION 1S THROWN. CONTACTS RATED 2 AMPS 


110 VOLTS OC, 30 AMPS 310 ¥OLTS &C. 


cw- 24278 uF 
LEVER SWITCH: 
2 POSITION. 


ory 


4/4/44 FO-168621 
MAY 44 


cw- 24279 © UB 

LEVER SWITCH: 

3 POSITION LOCKING. CONSISTS OF 25: PDT 
SECTION-IN UPPER HALF, ONE SPDT SECTION 
AND 1 SPOT. SP BREAK SECTION tN LOWER 


HALF. CONTACT RATUNG 0.5 AMP. NQN-INDUC- 


TIVE LOAD, O64 AHP. (NOUCTANCE LOAD AT 
SOV oC, 
4/4/44 F0-168622 
HAR. 45 


BA-100963 
OETAIL 4 ISS 1 


cw- 24280 UE 

LEVER SWITCHs 

2 POSITION LOCKING IN MIDOLE POSITION. 
UPPER HALF CONSISTS OF 2 DPOT SECTIONS, 
LOWER HALF CONS(STS OF 2 SPOT SECTCONS. 
CONTACTS RATED 0-5 AMP. NON-INOUCTIVE 
LOAD, O44 AMP. INDUCTIVE LOAD AT S50¥ OC. 


4/4/44 D-168659 
MAR. 45 


Ba-100912 
OETAIL 7 ISS 2 


cw- 24284 oF 

LEVER SWITCH: 

3 POSITION. LOCKING, CONSISTS OF 2 SPST 
NORMALLY UPEN SECTIONS IN UPPER ANO LOW- 
ER HALYES, CONTACTS RATED 0.5 AMPS, NON- 
(NDUCTEVE LOAD, 0.4 AMP, INDUCTIVE LOAD 
AT S0¥ DC. 


4/4/44 -D-161893G 
WAR. 45 


BA-f00912 
DETAIL I tSS 2 


cw- 24282 uF 

LEVER SWITCH: 

3 POSITION, LOCKING, CONSISTS OF 2 SPDT 
2 SPST NORMALLY OPEN, SECTIONS IN UPPER 
AND LOWER HALVES. CONTACTS RATEO 0.5 
ANPERE INDUCTIVE LOAD. 0.4 AMP. LNDUC- 
TIVE LOAD $0¥. DC. 


4/4/44 D=161893AN 
WAR. 4&5 


Ba- 100902 
OETAtL 2 ISS 2 


cw- 24283 vF 

LEVER SWITCH: 

3 POSITION, MIDDLE POSITION LOCKING AND 
2 EXTREME POSITIONS NON-LOCKING, UPPER 
HALF CONSISTS OF 2 SECTIONS 1 SPDT. SPST 
NORMALLY. CLOSED SECTION AND 1 SPOT SEC- 
TOONS, LOWER HALF CONS(STS OF 2 SPOT 
SECTIONS. CONTACTS RATEO 1 ANP. NON- 
4/4/44 0-1618938F BA-100912 

NAR. 45 DETAIL 3 «SS 2 


CH- 24233 
{NDUCTIVE LOAD, 0.75 AMP. INDUCTIVE 
LOAD At SOY DC. 


STH 


RESTRICTED 


3.24=15 


NOTA, RAHN [RRR [rs assonan ron | ARREARS [RAR [rs assonso rox | HAM ARALGY 


CW- 24284 uF 

LEVER SWITCH: 

3 POSITIONS, LOCKING, CONSISTS OF 2 SPDT 
SECTIONS «N UPPER HALF. CONTACT RATING 
0.5 AMP. NON-INOUCTIVE LOAD, Ge4 AHP. 
4NDUCTIVE LOAD AT SOV OC. 


4/4/aa D-168619 Ba-100963 
BAR. 45 DETAIL 3 ISS 3 


cw- 24285 uF 

LEVER SWITCH: 

3 POSITION LOCKING, CONSISTS OF 2 SP 
MAKE, SP BREAK SECTIONS IN LOWER HALF. 
CONTACT RATING 0.5 AMP, NON-1NDUCTEVE 
LOAD, 0.4 AMP. INDUCTIVE LOAD AT SO¥ 9C. 


4/4/44 0-168620 
BAR. 45 


Ba-100963 
DETAIL 2 «SS 2 


cw-~ 24286 uF 

LEVER SWITCH: 

3 POSITION. MIDOLE POSITION LOCKING. 
CONSISTS OF 2-SPST NORMALLY CLOSEO SPST 
NORMALLY OPEN SECTIONS IN UPPER HALF AND 
1 SPST NORMALLY OPEN SECTLONS IN LOWER 
HALF. CONTACTS RATED 0.5 AMP. NON-INOUC- 
TA¥VE LOAD 0.4 A. INDUCTIVE LOAD AT SOY oC 
4/4144 0-168627 BA-100912 

MAR. 45 OETAIL & ISS 2 


cw- 24287 UF 

LEVER SWITCH: 

3 POSITION LOCKING, CONSISTS OF 1 SPOT 
SECTION ¢N BOTH UPPER AND LOWER HALVES- 
CONTACTS RATED 0.5 AMP. NON-4NDUCTIVE 
LOAD, 0.4 AMP. INOUCTIVE LOAD AT SO¥ OC. 


. 


4/4/44 D-h61S93GE 
BAR. 45 


BA-100912 
DETAIL 4 18S 2 


cw- 24288 uF 

LEVER SWITCH: . 

2 POSITION LOCKING, UPPER HALF CONSISTS 
OF 1 DPOT SECTLON AND § SPDT SECTION... 
CONTACTS RATED 0.5 AMP. NON-INDUCTIVE 
0.4 AMP. INDUCTIVE LOAD AT 50¥ OC. 


4/4/44 0-168629 
MAR. 45 


BA-100912 
DETAIL 6 ISS 2 


cuu- 24289 uF 

SWITCH: ; 

SPST NO, MOVEMENT DIFFERENT(AL 9.0002 TO 
0.0005", OPERATING PRESSURE - 6 TO 9 142 
OZ, PRESSURE DIFFERENTIAL - 3 OZ. MAX. 
OVERTRAVEL 7/52" MIN. LESS SENSITIVE 
THAM -24178, 


4/4/44 YZRQ 
MAR. 45 


CW2BA-10052 
DETAIL 46 ISS 82 


ceT- 24290 ‘SP 

SWITCH : 

3 POT. CONTACTS RATED 100 AMPS, 575 VOLTS 
AC. NOT FUSED. OPEN IN NEUTRAL POSITION. 


4/7/44 35363 CCG IN- 7473245 
AUG. 44 REV O 


co00-24294 So-4 

PUSH BUTTON STATION: 

START-STOP SWITCH, WATERPROOF. PHENOLIC 
CASE. MANUALLY OPERATED. CLASS A INSULA-~ 
TION, 


4/8/44 28-5122 ACA-38108 
MAY 44 (€D02E9960-01-600 


EH | 


NAVSHIPS 900,109 


aan 


cary- 24292 wXsr-44557 
PUSH BUTTON STATIONS 
3TART-STOP SWITCH. 


1/8/44 9 1-246-481 
say 44 : 


coc- 24293 mK 13 

LEVER SWITCH: 

3 POSITIONS ALL LOCKING. CONSISTS OF 4 
SPST N.O. SECTIONS, 10 AMPERES, 125 VOLTS 
AC, NON-INDUCTIVE LOAD. 2 AMPERES, 325 
VOLTS DC, NON-INDUCTIVE LOAD. 


4/10/44 MEL-1-1-1-1  (CWIESA-682073-4 
AUG, 44 ; iss 4 


coc- 24294 MK-13 

LEVER SWITCH: 

2 POSITIONS LOCKING. NO THROW IN UP 
POSITION. CONSISTS OF 2 DPOT SECTIONS I™ 
LOWER HALF OF SWITCH, FO AMPERES, 125 
VOLTS AC, NON-INDUCTIVE LOAD. 2 AMPERES, 
425 VOLES DC, NOW-IWDUCTLYE LOAD. 


4/10/44 WCL-31-31-19-°19 (CCWDESA-682073-5 
AUG. 44 . ‘ss 4 


coc- 24295 mx 13- 
,LEYER SWITCH: 

3 POSITIONS, LOCKING IN CENTER POSITION 
ONLY, CONSISTS OF ONE SPST W.O. SECTION 
tH’ UPPER PART AND ONE SPST SECTION OM 
LOWER PART OF SWITCH. FO AMPERES, 126 
VOLTS AC NON-INOUCTIVE LOAD. 2 AMPERES 
125 VOLTS DC NON-(NOUCTIVE LoaD. 

4/10/44 MOL-2-30-2-30 CCHIESA-682073-6 
AUG. 44 4SsS 4 


coc- 24296 mK 33 


LEVER SWITCH: 

3 POSITIONS, ALL LOCKING. UPPER AND 
LOWER SECTIONS EACH CONSIST OF ONE MAKE 
BEFORE BREAK SET OF CONTACTS. 10 AMPERES, 
126 VOLTS AC, NON-ENDUCTEVE LOAD. 2 
AMPERES, 325 VOLTS DC NON-SMOUCTIVE 
LOAD. 

4/10/44 MCL-7-29-7-29 (CCWIESA-682073-7 
KAY 44 (ss 4 


cum- 24297 QCA 

SWtTCHs 

SPST NORMALLY OPEN CONTACTS RATED 16 
AMPS, 125V¥, GO~. 1/4" OVER TRAVEL 
0.0035" CONTACT SPACING PRE-TRAVEL = 
0.006 TO 0.020 DIFFERENTIAL PRESSURE 20 
TO 70%. 

BACHOIGP32 TYPE P ACTUATOR 

“aflisaé  @SEE ABOVE (CBM)746-449 
FEB. 46 ALT I 


caQs ve 
cre- 24298 
SELECTOR SwiTCH: 

CONSISTS OF AM ARROW, HART & HEGEMAN 
TYPE 2400 24 POLE, 6 THROW (5 ON. I OFF) 
RATED & AMPS, 424 VOLTS DC AND 10 AMPS 
T25V AC ANO & OPDT TOGGLE SWITCHES MAN- 

uUFACTUREO BY ARROW-*HART & HEGERAN. NOW 


416004 RK-UNTT MoSOAL V5 
DEC. 44 . SUB A 
: CAQs 
crp- 24298 


810296S; CONTACTS RATED AT 6 AMPS HI5V, 
CLOSURE 1S OF DRIPPROOF CONSTRUCTION, 


Class 24—Switches 


car- 24299 WXgr- 44537 

PUSR BUTTON STATIONS 

START-STOP. DRIPPROOF, CLASS A INSULA~ } 
TION, 50°C AMBIENT RATED 250 VOLTS, 10 
AMPS AC OR DC CONTINUOUS, 250¥ OC 6 AMPS 
AUD 250¥ AC 30 AMPS BREAK. 


MREV 3, CAY45-J-483, SUB 3 
4/15/44 TYPE HON 2-0-3059 
DEC.444 STYLE 124652634 *SEE ABOVE 


ctc- 24300 Mmx-t3 

ROTARY SWETCRS 

SPOT. CONTACTS RATED 3 AMPS AT 125 VOLTS 
DC. 1 472" LONG FLATTED SHAFT. REPLACE- 
MENT SWITCH TO HAVE 2° SHAFT. 


5/5444 SYR CwsBA-10209 
AUG. 44 tSSuE 1 


cRN -24301 ToB-2° 

ANTENNA TRANSFER SWITCH: 

USED TO TRANSFER. MODEL TDB SERIES TRANS- 
MITTER ANTENNA CONNECTION TO OTHER TRANS- 
MiTTERS USING THE SAME ANTENNA, SWiTCH 
HAS TWO KNIFE BLADES. EACH WITH FOUR 
POSITIONS. ONE POSITION OF EACH BLADE 
EQUIPPED WITH AUXILIARY CONTACTS FOR 


5/9/44 CRMUSATS-7 CRMSK-144 
AUG. 44 sup t 
cRM- 24301 


DIRECTION FINDER (HTERLOCK PURPOSES. 


cc- 24302 sc-s 
PUSH BUTTON STATION: 
QNE NORMALLY OPEN ANS ONE NORMALLY 


- CLOSED CONTACT START ~- STOP. SAME AS 


724332. HAS EXTRA CONTACT OM START SIDE. 


5/1044 CR3S844E200K H-7472580-2 
AUG. 44 . ° REV 2 


CHH- 24303 wE-1 

SWITCH. TOSGLE: 

DPST - CONTACTS RATED AT 42 AMPS - 125 
VOLTS AC. BAT TYPE HANDLE BUSHJNG- 
LENGTH Sv/T6". 


S/11444 80600-AZ CG2k-43 5250-4 
AUG. 44 Rey & 


CBH- 24364 vE-1 

SWITCH TOGGLE: 

DPST CONTACTS RATED: | AMP-250 VOLTS, 
3. #NPS-125 VOLTS Ac. : 


5/11/44 20902-HF CG2K43 3704-4 
AUG. 44 REV 6 


CHH- 24305 UE-1 

SWITCH TOGGLE: 

SPST-CONTACTS RATED: 1 AMP-250 VOLTS, 
3 ANPS-12§ VOLTS ac. 


6411/44 = 20954-HR CG2K-445797-4 
AUG, 44 REY 6 


NALINI, 


cac- 24306 ve-1 

SWITCH TOGGLE: 

OPDI-CONTACTS RATED: 20 AMPS-125 VOLTS 
AC. 30 AMPS+24' VOLTS OC. CONSISTS OF 
AN-3025-3 PLUS A RUBBER BOOT OVER TOGGLE. 


B411/44 = 8700-K4 CG2K-S2N277 
AUG. 44 REV 2 


CHH- 24307 E-1 

SwiTCH TOGGLE: 

OPST-CONTACTS RATED: 1 AMP-250 VOLTS, 
3 AMPS-125 VOLTS AC. 


5/41/44 = 20902-HK CG2K-845599 
AUG. 44 REV 2 


CHH- 24308 . vE-1 

SWITCH TOGGLE: 

OPST- CONTACTS RATED: 3 ANPS-250 VOLTS, 
6 AMPS-125 VOLTS AC. 


#COUSDD-5034-A, DD-3012-A-2 
B/12444 81024 CGiK-57529 
FEB. 45 REV O * 


CHH- 24309 veE-~1 

SWITCH, PUSH BUTTOH: 

TWO CIRCUIT- CONSISTS OF 1 SPST-NO AND 

1 SPST-NC. SLOW MAKE AND SLOW BREAK MO- 
MENTARY CONTACT. CONTACTS RAFED § AMP AT 
250 VOLTS AC, 3 ANPS aT $25 VOLTS Ac. 


5/32744 3392S CG3K-$4J5777 
AUG. 44 REV 2 


CHH- 24310 JUE-1 

SWETCH TOGGLES 

SPST CONTACTS RATED 6 AMP AT 250 ¥, 12 
AMPS AT 125¥ AC. 


ScG:K-525944 REV §& 


S/18444 80607-NC USEE AGOVE 
DEC. 44 


CHH- 24311 UE-1 

SWITCH TOGGLE: 

DPST. CONTACTS RATED 12 ANP AT 125 VOLTS 
AL 


6/18/44 80600-BP CG:K-43,5855 
AUG. 44 REV 4 


cG- 24372 st~4 

PUSH BUTTON STATIONS 

ONE NORMALLY OPEN AND ONE NORMALLY CLOSED 
CONTACT START-STOP. SAME AS ~24302 EX- 
CEPT -24502 EXIRA CONTACT GN START SiDE. 


“REV 2, CRY¥SW-307401-13 SUB 1 
8/20/44 CRi5844r2uya M-7672580-1 
AUG. 44 *SEE ABOVE 


cHs- 24313 UK 

EXCITATION SWITCHIAG UNIT: 

CONTAINED iN CABIHET RAVING OUTSIDE 
OIMENSIONS OF 6" X 8 5/36" X 4". FOGR 
ROTARY TYPE SELECTOR SWITCHES. EACH 
HAVING 4 POSITIONS. ARE PROVIDED FOR 
SELECTING & SWITCHING AMY ONE OF 4 
UNPUT CIRCUITS TO EACH OF 4 OUT PUT CIR- 
6/27/44 B-C-3A DD-3295-C-1 
DEC. 44 


saNMArTAA | | oare | MAGIA 


NAVSHIPS 900,109 


RESTRICTED 


FIRST ASSIGNED FoR | cNAYL PRAWING 


chs 24313 
CUITS. SWITCHES ARE OF LOW CAPACITY TYPE. 
iuPUT & OUTPUT TERMINATION FACILITIES 
PROVIDED FOR TYPE RG-8/U COAXIAL CABLES 
OR THE EQUIVALENT. OUTPUT OF TIMER TO 
TRANSMITTER. 


CLU- 24314 GEN. RADIO USE 

ANTENNA SWITCHING UNSTS 

8 WAY ROTARY SWITCH FOR SWITCHING AN- 
TENNAS. HAS 8 COAXIAL RECEPTACLES FOR 
ANTENNA LINES AND ONE POWER INPUT. RECEPT- 
ACLES. (CONCENTRIC). INCLUDES A MiCRO- 
SWITCH. 


6415744 CLUSRXO431 
SEPT. 44 USSUE 2 


CSZ- 24315 GEN. USE NXsr-56784 

KKIFE SwITCHs 

2 PST. RATED 30 AMPS AT 250 VOLTS. OC. 
DRIPPROOF, HI-SHOCK, CLASS A INSULATION. 
FUS IBLE, 


(CSZIDWG-NO NUMBER) 
6722/44 WNA-6251 
SEPT. 44 


t7sts CENT) 


cH- 24316 GEN, RADAR USE 

RADAR ORDER SWITCH: 

5 POSITION, MANUALLY OPERATED. EACH PO- | 
SITLON HAS ONE LIGHT TO CORRESPOND WITH 
A GIVEN RADAR SYSTEM. FOR USE WITH THE 
CH-235AFL RADAR DISTIRBUTION SWITCH 
BOARD. SUPPLY: 115/1/60 FOR PLLOY LAMPS. 


6723444 CAL-20040 Cat-20040 
SEPT. 44 


CBH- 24377 mK 31 

SWITCH, TOGGLE: 

SPST. NORMALLY OPEN. MOMENTARY CONTACT. 
13732" BUSHING. CONTACTS RATED 3. AMPS. 
AT 250¥, 6 AMPS AT 1425V. SAME KS -24318 
EXCEPT 4S NORMALLY OPEN, 


6/23744 CHHS86709-B0 CWLESA-676800-6 
SEPT. 44 ESSUE 54 


cHH- 24318 mK 31 

SWITCH, TOGGLE: 3 

SPST, WORMALLY CLOSED. MOMENTARY CONTACT. 
13/32" BUSHING. CONTACTS RATED 3 AMPS. 

AT 250¥ 6 AMPS AT 125V. SAME AS-24557 
EXCEPT LS NORMALLY CLOSED, 


6/29/44 CRH286709-BE CWSESA-676800-70 
SEPT, 44 ISSUE 51 


CHH- 243379 NK 31 

SWITCH, TOGGLE: 

SPST, RATED 3 AMPS. AT 250¥, 6 AMPS AT 
1254. 7432" BUSHING. 


6/29/44 CHH?86993-GE CW SESA-676800-72 
SEPT. 44 ISSUE 54 


cHH 24320 RK-34 

SWITCH TOGGLE ' 
SPOT: 13466" BUSHING. CONTACTS RATED 3 
AMPS. AT 250¥, 6 AMPS. AT 1257. 


6/21/44 CHHs8t021-AR CwsESA-676800-75 
WO¥. 44 ISSUE & 


— Closs 24—Switches 


[RNAI [rues assonen von | GRATES, 


cacE> 24321 DaAs-3 

SWITCH, TOGGLE: 

SPST, RATED 3 AMP. AT 250V0LTS, 1” 
BUSHING. 


713444 8381 CFE-45.164 
SEPT. 44 ISSUE A 


CKHH- 24322 Ddas<3 

SWITCH, TOGGLE: 

OPST, RATED 1.0 AMP AT 250V,.3 AMPS AT. 
125V. 5/8" BUSHING. 


713444 20902 CFE-45.229A 
SEPT, 44 ISSUE 8B 


CAE> 24323 NXgr-51539 

DISCONNECT SWITCHS 

RATEO 260 VOLTS, 60 AMPS. 2 POLE FUSED 
SINGLE THROW, MANUALLY OPERATED. CON- 
TINUOUS DUTY, 50°C AMBIENT. CLASS A IN- 
SULATION WITH ORIPPROOF ENCLOSURE. 


CRV3W-307401-13 SUB 4 CAES9981-SH-1 ALT 
7/444 6998 RSEE ABOVE 
MAR. 45 4109HSA 


CAE- 24324 NXar-51538 

DISCONNECT SWITCHs 

RATED 250 VOLTS, 100 AMPS, 2 POLE FUSED 
SINGLE THROW, MANUALLY GPERATED. CONTI- 
NUOUS DUTY. 50°C AMBIENT. CLASS A IN- 
SULATION WITH DRIPPROOF ENCLOSURE. 


114th 6998 998-1-6M1 
FEB. 45 4109H9 ALT @ 


CaAPU- 24325 NXar-71342 

TRANSMITTER SELECTOR 

SWITCH: RF COAXIAL SWETCH CONKECTS 
EITHER OF 2 TRANSMITTERS TO A COAXIAL 
FEEDER CABLE LEADING TO THE TYPE -24314 
ANTENNA SWITCHING UNIT. FREQUENCY RANGE: 
#5 TO #20 MC. 


TIT144 RAZ4F222 
SEPT. 44 


CAE 24326  X-LAF-I 

SWITCH, TOGGLE 

SPST, CUNTACTS RATED 3 ARP. 250 YOLTS, 
18/32" BUSHING, REAR LUG. 


RCNATO-BS1-2. FIG 2 REV 4 
W474 4a 8280 CRBISW-t000-2 
FEB. 45 ISSUE C * 


CAE 24327 X-LAF +1 

SWITCH, TOGGLE 

DPDT, REAR LUG. CONTACTS RATED 3 AMP. 
250 VOLTS, 11/32" BUSHING. HAS CENTER 
POSITION “0F". 


7/7/44 8363 CRB:SW-t000-1 
SEPT. 44 ISSUE C 


cma 24328 X-LAF~A 

SWITCH, ROTARY 

SINGLE GANG. 4 CIRCUIT, 3 CONTACTS PER 
CERCULT, NON-SHORTING TYPE, ENCLOSED 
CASE. 2" LONG ROUND SHAFT, 3/8" BUSHING, 
13/4 Dia, BASE. 


7/8/44 32434 CREISW-1O84-16 


SEPT. 44 ISSUE A 


3.24-17 


DENELAHG —_[rmnsr assionen sor | oAERRAMIN 


CAE- 24329 NXgs-29848 

SWITCH. TOGGLE: 

SPST, ONE BREAK PER CIRCUIT, CONTACTS 
RATED 6 AMP, AT 250 VOLTS. SNAP ACTION, 
BUSHING 11/52 INCH LONG. 


7/10/44 = =CAE-7321K2 CG3K-82735225 = ' 
SEPT. 44 REV I 


CAE- 24330 NxXsa-29848 

SWITCH TOSGLES 

4 PST, ONE BREAK PER CIRCUIT CONTACTS 
RATED 20 AMP. AT 24 VOLTS. SNAP ACTION, 
FLUSH MOUNTED, Wi THOUT LUMUNOUS TIP. 


RCAE-8882 WITHOUT LUMINOUS TIP 


7/10/44 %& SEE ABOVE CG3K-869T822 
SEPT. 44 Rev i 


CAE- 24331 st 

SWITCH TOGGLE: 

DPST, RATED 20 AMPS. AC AT t25 VOLTS, 10 
AMPS AT 250V. 4 SCREW CONTACTS. SAME AS 
CAE TYPE 7525 EXCEPT LEVER MODIFIED. HAS 
TWO #4-36 HOLES ON TOP, ; 
RCAE-7525 MODIFIED 

7/15/44 SEE ABOVE Cw2B-14896-1 
SEPT. 44 iss 8 (5) 


cso- 24332 = st 

SWITCH TRANSFER CHIGH 

POTENTIAL): 16 POT. CONTACTS RATED 10 
AMPS AT 115 VOLTS AC AND 4 AMPS AT 415 
VULTS DC. SWITCH RATED 115 VOLTS, 6043 
CYCLES. CAN BE MANUALLY OR ELECTRICALLY 
OPERATED. HAS 4 PLATES. EACH PLATE SUP- 
PORTING 4 SETS OF 3 CONTACTS SPRINGS. 
TAV2044 CSD-9GXGX100 CH:KS-1$064 LEST CJ 
SEPT. 44 iss 1 


csD- 24332 
CAN CARRY HIGH POTENTIAL Y¥OLTAGE. 


CHH- 24333 scr 

SWITCH TOGGLE: | 

DPDT. CONTACTS RATED 1 AMP, 250 VOLTS; 
3 AMPS AT 125 VOLTS 6O CYCLES. SAME AS 
CHH-24213 EXCEPT BUSHING LENGTH JS 
49764", 


7714/44 CHH-20905-MP CGPK~-44 5420-5 
SEPT. 44 REV 6 


cG- 24334 WK 21 

SWITCH, TOGGLE: 

SPST CONTACTS RATED 3 AMPS, 250 VOLTS. 
144" BUSHING. 


THVTL44 = =AGATAIS K-5416068 
SEPT. 44 REV O 


cG- 24335 mK 33 

SWITCH, TOGGLE: 

OPDT. RATED 4 AMP, 250¥; 3 AMPS 125V5 
144" BUSHING, 


TH7484 = =1GA4C33 K-5416065 
SEPT. 44 REV O 


a ec 
NAVSHIPS 900,109 


665197 O - 45 - 23 


RESTRICTED 


3.24-18 
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cHU- 24336 HK 33 RE 24F 151 
SENSITtVE-SWITCH 

SPOT WtTH ONE COMMON AND ONE CLOSED AND 
ONE NORMALLY OPEN CONTACT. ONE BREAK PER 
CIRCUIT. RATED 3200 WATTS, 600 VOLTS AC 
OR DC MAXTAUM 10 AMPS 125V SPRING PLUAG- 
ER TYPE. OPERATING PRESSURE 12 TO 14 OZ. 
#CWESA-10062-9 1SSUE 12, CG2K-8685085 


719444 CHUSCATHB-RS CGSK-9034 088 
FES. 45 REVO * 
cnu- 24336 


PRESSURE DIFFERENTIAL S$ TO 4 OZ. 1416" 
OVERTRAVEL. MOVEHENT DIFFERENTIAL 0-008" 
OR® UNDER. 


cG- 24337 sp 

SWITCH, PUSH BUTTON: 

SPDT RATED 10 AMPS AT 230 VOLTS AC. TER- 
MINALS AT ENDS OF SWITCH. 


T/V9/44 CREO7TO-CIO3-J2  CGSK-575857 
SEPT, 44 REV O 


CHH- 24338 vE-I 

TOGGLE SWITCH: 

DPOT, CONTACT RATING 1 AMP AT 250 VOLTS, 
3 AMPS AT E25V. AC. 


7/20/44 CHH20905-"H CGtK-44N42 -1,4 
SEPT. 44 20905 -HN REV 6 


CHH- 24339 AK 53 

TOGGLE SWITCH: 

SPDT, RATED 3 AMPS 125 VOLTS, 1 ANP 250 
VOLTS AC. ONE BREAK PER CIRCUIT. BALL 
LEVER. FERMSNALS AT ENDS. 


8/34/44 21189 CG5X7889526P1 
SEPT. 44 REY O 


CGT- 24340 QBE-5 

LINE SwitcH 

2 PST. RATED 30 AMPS. 250 VOLTS. 2 HP 
*BAX, 230¥ AC. & HP MAX, 260¥ OC. MANDOLE 
OPERATED TYPE. FUSED FOR 230V DC. SAME 
AS 24328 EXCEPT FUSED FOR 230 VOLTS in- 
STEAD OF 115 VOLTS. 


7/26/44 (CBRI446AA 
OCT. 44 


CaAY* 24341 QBE-4 

MASTER SWITCH 

START-STOP, MOMENTARY CONTACT. 3 UNIT 
WATER TiGHT PHENOLIC PUSH BUTTON STATION 
CONTACT RATING 4S 10 AMPS FOR CONTINU: 
OUS OPERATION UP TO 600V AC OR 0G. 


7427/44 WON 6043) 
OCT. 44 (C84)996 


cG- 24342 ANZARQ-10  RE24A157 
SWITCH 

SPST, NORMALLY OPEN. DOUBLE BREAK. 
0.020" AIR GAP. CONTACTS RATED 10 AMPS 
AT 335¥ 10 AMPS AT 250¥. AC. AND 0.30 
AMPS AT $25V. 0-15 AMPS AT 250¥ OC. 
MCWS3A-10154-3 FSS 3. CGEK-56735 REV 2 


8/2444 CREO7O-C303B3 CFT SNCP40-30-40 


MAR. 45 REY CC * 


NAVSHIPS 900,109 


6G- 24343 ANZARQ-10 © RE24A157 
SWITCH 

SPOT. ONE WORMALLY OPEN. ONE NORMALLY 
CLOSED. DOUBLE BREAK. 0.020" AtR GAP. 
CONTACTS RATED 125¥ 0-20 AMPS; 250V¥~ 

0.10 AMPS DC. 


#CG2K-575909 REV D 
872444 CRIO70-C103C3 = CFT :NCP40-5C-43 
HAR. 45 Rev ce 


CAU> 24344 ANSARQ-10 
SWITCH LEVER 

3 POSSTIONS LOCKING. CONSISTS OF ONE 
SPST. NO SECTION AND THREE SPST WC 
SECTIONS; CONTACT RATING 24¥ OC, 1 AMP, 
INDUCTIVE LOAD. 


8/2/44 H-77381°3 (CFT INLS0345-1 
OCT. 44 ISS. A : 


CAU- 24345 AN/ARQ-10 

SWITCH LEVER 

3 POSITIONS LOCKING. SECTIONS ORE AND 
TWO, CONSIST OF ONE SPDT, AND ONE OPST, 
NC; SECTION THREE CONSISTS OF ONE DPOT 
AND ONE SPST, NC; SECTION FOUR CONSISTS 
OF ONE SPDT AND ONE SPST. NC; CONTACT 
RATING 24V¥ DC, 1 AMP; INDUCTIVE LOAO. 
8/3744 H-77551-4 CCFTINL30346-°1 
OCT. 44 iss. 6 


CRV- 24346 WCA CONVERSION 

SWITCH BOX 

5 POT ROTARY SWITCH MOUNTED IN A BOX. 
MOUNTS OVER BEARING INDICATOR UNIT AND 
SWITCHES THE READING ON THE BEARING 


INDICATOR UNIT FROM GCYRO-COHPASS BEARING 


TO THE BEARING OF THE -53075 HYDROPHONE 
ASSEMBLY. 

8/5744 

OCT. 44 


cGc- 24347 MK 20 MOD 1 

SWITCH, LEVER 

3 POSITIONS. LOCKING IN CENTER AND ONE 
EXTREME POSITION. CONSISTS OF ONE SPST 
NOR“ALLY OPEN SECTION 4N UPPER PART ANO 
ONE SPST NORMALLY OPEN SECTION IN LOWER 
PART OF SWITCH, CONTACT RATINGS 10 AMPS, 
125 VOLTS aC; 2 AMPS, 125 VOLTS DC. 
8/8/44 «= MCL-2-50-4-29 (CWIESA~682073-3 
OCT. 44 ss. § 


CSZ- 24348 NXsr-53331 17518 
KNIFE SwiTCH 

2 PST. RATED 60 AMPS AT 250¥ DC. ORIP- 
PROOF, Hi-SHOCK, CLASS “A™ INSULATION, 
FYS IBLE. 


8/9744 RAG25 
OCi. 44 


CAE~ 24349 NXgr-53331 
PUSH BUTTON STATION 


THO-BUTTON START+STOP PUSHBUTTON STATION 


EACH BUTTON BEING OF NORMALLY OPEN 
MOMENTARY CONTACT TYPE. HOUSING iS OF 
PHENOLIC AND GOOD FOR HI SHOCK. 


8/42744 ~69BINI72 
OCT. 44 


CAY- 24350 wXsr-53396 
PUSH BUTTON STATION 

2 BUTTON, START-STOP TYPE. ORIPPROOF, 
CLASS "A* INSULATION, SO°C AMBIENT. 
RATED 30 AMPS AT 250 VOLTS DC. 


8/12/44 HON 
OCT. 44 


[ie are | MRNIAECHREE? |” ANNTAPTIRERS 


cHH- 24351 TS-34/0P 

SWITCH TOGGLE 

OPDT, CONTACTS RATED: 3 AMPS AT 250 
VOLTS; 6 ANPSe. AT 125 VOLTS. BUSHING 
13/64" LONG. BAT TYPE HANDLE. TERMINAL 
ENERGE FROM BOTTOM. CAC) 


8/15/44 81027-FH €CWIESA=676800-57 
OCT. 44 ISSUE 53 


CaE- 24352 MARK 13 

SWITCH DISCONNECT 

CONTACTS RATED 250 VOLTS D.-C.w. 30 AMPS, 
440 VOLTS A-C.; 2 POLE SINGLE THROW. 
CONTACTS SILVER TO SILVER. FOUR FUSE 
CLIPS MOUNTE® ON TOP OF ACCOMMODATE TWO 
FUSES. 


8/16/44 = B21420I (CW) BO-20958-1 
OCT. 44 iss. 5 


CHH- 24353 CANU-23423 

SWITCH, SNAP ACTION 

CONTACTS RATED AT 6 AMPS... 125 VOLTS, 

3 AMPS 250 VOLTS; SINGLE POLE, SINGLE 
THROW, NORMALLY OPENS MOHENTARY CONTACT; 
SILVER PLATED CONTACTS. SALT SPRAY 
RESISTANT. 
8/18/44 B1075-N COANUIS-660-11 
ocr. 44 


CHH- 24354 CANU-23423 

PUSHBUTTON STATION (2 UNIT? 

RATED AT 600V,. A.C. 5 AMPS-. SPST.. HO- 
MENTARY CONTACT; SILVER PLATED CONTACTS, 
METAL PARTS TO WITHSTAND 200 HR, SALT 
SPRAY TEST. COMPOSED OF COLLECTIVELY: 

1 UNIT, NORMALLY OPEN WITH BLACK BUTTON. 
U UNIT NORMALLY OPEN WITH REO BUTTON, 
8/18/44 27909-UF CCANUIS660-8 
OCT. 44 


CHH- 24355 cCaANnu-23425 

PUSHBUTTON STATION 

RATED 600V AC § ANPS SPST MOMENTARY 
CONTACT; SILVEx PLATED CONTACTS, METAL 
PARTS TO WETHSTAND 200 HR~ SALT SPRAY 
TEST. COMPOSED OF: 1 UNIT, WORMALLY 
CLOSED wit BLACK BUTTON. 


8/18/44 279035-UF 
OCT. 44 


(CANUIS 660-8 


cua 24356 X-LAE-I 
JACK SWITCH 
DP3ST, CENTER OFF POSITION. 


8/19/44 762 CRBISW-1012 
SEPT. 44 {SSUE A 


CHH- 24357 AN/ART-2 

TOGGLE SWITCH 

BAT HANOLE TYPE. DOUSLE POLE, SINGLE 
THROW; CONTACTS RATED 3 AMPS @ 125 VOLTS 
AC. TERMINALS EMERGE FROM BOTTOM, 


8/21/44 81024-FA 
OcT, 44 


CCHIESA-676800-135 


CSZ- 24358 ANsart-2 

PUSHBUTTON SHITCH 

SINGLE POLE, CONTACTS NORMALLY CLOSED, 
VOLTAGE UP TO 29V DC, CURRENT. RATING 

15 AMPS. CIMOUCTIVE), BUTTON TRAVEL 5/32 
INCH. 


8/21/44 CLASS 9390 
OCl. 44 TYPE ¢ 


MT SEH STS 


RESTRICTED 


Li 


Li 


EAT ELCs 


CAE-24359 HARK 33 

TOGGLE SWITCH 

3 POT WITH NO "OFF" OR CENTER POSITION. 
CONTACTS RATEL 1 AMP 115 VOLTS, 60 
CYCLES; 20 AMPS AT.24 VOLTS DC OR 1/2 

HP AT 115 TO 575 VOLTS AC SINGLE PHASE 
OR 3/4 HP AT 115 TO 575 VOLTS AC 2 OR 3 
PHASE. TO WITHSTAND 1500 VOLTS 60 CYCLES 


8/22/4444 SIKRILAR TO (CG 2M* 8650672 
OcT. 44 8745K5 REV O 
cAE- 24359 


HIPOTENTIAL BETHEEN TERMINALS AND 
GROUND. 


cCAY- 24360 MK 20 MOD 1 

SWITCH, PUSH BUTTON 

SINGLE BUTTON: 2° CIRCUITS, ONE NORMALLY 
ON AND MOMENTARILY OFF, OTHER NORMALLY 
OFF AND MONENTARIALY ON. CONTACTS RATED 
3 AMPS, 110-125¥3 1.5 AMPS. 220-250V3 
0.75 AMPS, 446-¢80V; 9.6 ANPS, 550-600V. 
AC & 4.1 AMPS. 115-125V 0.55 AMPS, 230- 


8/2e/44 SO-2 7 (CHYBA-10196°3 
OCT. 44 Ss. 3 
caY- 24360 


250V; 0.2 AMPS $59-600V. DC. HAS 2 MTG. 
HOLES FOR 0.164 DIA, SCREW. 


cay 24361 MARK 20 40D 1 

SWITCH PUSH BUTTON 

TWO BUTTONS THREE WIRE SINGLE CIRCUIT, 
ONE BUTTON NORMALLY OFF, MOMENTARILY ONS 
OTHER BUTTON NORMALLY ON MOMENTARELY 
OFF. CONTACTS RATED 3 AMPS, 110-125¥ 1.5 
AMPS, 220-250¥; 0.75 AMPS, 440-480¥- 0.6 
AMPS, 550-600V¥ AC; & 1.1 ANPS, 115-125¥ 


6426/44 SD-2 CW3BA-10196-4 
NOV. 44 ISSVE 3 
’ cAY 24361 


0.55 AMPS, 230-250V; 0.2 AMPS, 550- 
6OOV OC. HAS CENTER MTG- HOLE FOR 0.190 
DiA. SCREW. 


CHH- 24352 LORAN C-} 

SWITCH PUS'IGUTTON: 

SPST- NORMALLY OPEN. CONTACTS RATED 82 
AMPS, 125 VOLIS. 


8/28/44 80631 
FEB. 45 


COULDD-3248-aA-1 


CHA> 24363 ASA-t 

SWITCH, PUSHBUTTON 

SINGLE BUTTON, SPOT, RATINGS: 50 VOLTS, 
O.1 AMP, 


8/30/44 2003-L 
OCT. 44 


MNEDAEIERS 


eau [| [bare | 
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| aaa, FIRST ASSIGNED FOR | ORAL SEAMING, 


CMA- 24364 ASA-1 

SWITCH, PUSHBUTTON 

2 POLES, DOUBLE THROW. RATINGS: 50 VOLTS, 
O.1. AMP, 


8/31/44 2008 
OCT. 44 


crv- 24365 vt 

BEARING REPEATER SWITCH 

5 POT ROTARY SwiTCH MOUNTED IN A BOX. 
MOUNTS OVER BEARING INDICATOR UNIT ANO 
SwiTCHES THE READING OF THE BEARING IN 
DICATOR UNIT FROM GYROCOMPASS BEARING 

TO THE BEARING OF THE +51075 HYDROPHONE 
ASSEMBLY. SIMILAR TO TYPE -24346 BUT NOT 
949744 

OCT. 44 


CRV- 24365 
UNTER CHANGEABLE. 


cot- 24366 eK 

SHITCH, TOGGLE 

DPST, DOUBLE BLADE, CONTACTS RATED 30 
AMPS, 250 VOLTS. NO BUSHING. 


9/8/44 7475-C CRVSK-818231-1 
SEPT. 44 sua 5 


CGC- 24367 TBK 

SWITCH, LEVER 

CONSISTS OF TWO SECTIONS*SINGLE POLE 
MAKE AND SINGLE POLE BREAK IN UPPER HALF 
OF SWITCH MAKE BEFORE BREAK, POSITIONS | 
AND 2 LOCKING. POSITION 3 NO THROW. CON- 
TACTS RATED 2,0 AMPS 110 VOLTS DC AND 
10.0 AMPS 110 VOLTS ac. 

9/8/64 — GCL-13-15+31-31 CRVEM=421761-2 


SEPT. 44 sus | 
cMU- 24368 1TBK RE 24F 151 
SWITCH 


SPST+NORMALLY CLOSED. RATED 10 AMPS, 

125 VOLTS; S AMPS, 250 VOLTS; 3 AMPS, 
460 vats: 2 AMPS, 600 VOLTS AC, OPERAT- 
ING PRESSURE 12 TO 14 OZ. PRESSURE DIF- 
FERESTIAL 3 TO 4 OZ. OVER TRAVEL 1716". 


MOVEMENT OLFFERENTIAR 0.00%" OR UNDER, 
GI9S44 CHUER=RS CRVIM=440261-°7 
SEPT. 44 Sua 4 


cHr- 24569 18K 

SWITCH, PUSH BUTTON 

SP°B3REAK 2 CONTACTS, NON*LOCKING. CON- 
TACTS RATED & AMPS, 110¥ AC, 60 CYCLES. 


9/9/44 2005 CRV2K-855409-1 
FEB, 46 Sus 7 


CHH- 24370 LORAN C-1 
SWITCH PUSHBUTTON: 
MOMENTARY CONTACT SPST NORMALLY OFF. 


9/11744 81024 
SEPT. 44 


MRM? | SRANHIAFRUAEEA 


COM- 24371 TBH-12 

SWITCH, LEVER 

3 POSITIONS LOCKING. CONSISTS OF A SP 
MAKE SECTION IN UPPER HALF OF SWITCH 
AND A SP MAKE SECTION IN LOWER HALF. 
CONTACTS RATED 2 AMPS -t10V OC/IO AMPS - 
(tOV AC. BOTH NORMALLY OPEN IN MIDDLE 
POSITION. 

9413444 (COM) #4101 CCAY)P+7707082- 
Oct. 44 4, SUB 26 


CAE- 24372 MK 20 MOD 3 

SWITCH, TOSGLE 

SPST, FLUSH MOUNTED, SILVER-PLATED CON- 
TACTS RATED 20 AMPS., AT 24 VOLTS DC; 
10 AMPS. AT 125 VOLTS AC. EQUIPPED 
WITH A LEVER FOR CAM OPERATION. NORMALLY 
OPEN. SIMIL&® TO AN 3022-130 EXCEPT LAT- 
TER 1S MOMENTARILY ON. 

9728/44 8905K693 CCW)BA-101 77-5 
OCT. 44 iss 4 


(CHH- 24373 CANU-23423 

SWITCH, TOGGLE: 

SPST CONTACTS RATED 6 ANP AT 250V, 12 
AMP AT 125V OC. 


10/5/44 80607-ND CANU;3S-660-10 
Nov. 44 


CAE- 24574 TS-120/uP 

SWITCH, TOGGLE: 

DPST, CONTACTS RATED 3 AMPS AT 250 VoLis, 
11/32" BUSHING. FOUR REAR LUGS. 


10/11/44 8350 CRBz:SW-1000-3 ISS D 
NOV. 44 CHZ:SW-1082- REV O 


CaAY- 24375 1eK-11 
KNIFE, SWITCH? : 
14 POT, ALL 14 BLADES INTERCHANGEABLE, 
ANO CASABLE OF OPERATING AT: SSOOV AT 
0,4 AMP., 2300V AT 2.3 AMPS,, AND 110V 
AT 25 AMPS, 

CANCERLED 


11/7/44 1T-7607446,P-10 
NOY. 44 REV. 10 


cCaY- 24376 TeK-9 

KNIFE SWITCH DISCONNECTS 

3 PST, 440 VOLTS, 3 PHASE, 60 CYCLES. 
INTERLOCKED WITH CABINET DOOR. 


CANCEALED 


VN/7/44 2AeT-93ILIT. 3 2425-93140 3 
NOV. 44 REV. O 


Coc- 24377 MK 13 MOD oO 

SWITCH, LEVER: 

CONSISTS OF TWO SECTIONS. (1) OP, MAKE 
BEFORE BREAK AND SPOT. €2) SPST AND SP 
MAKE BEFORE BREAK AND SPDT, POSITIONS 3 
AND 2 LOCKING. NO THROW IN LOWER POSI- 
TION. CONTACTS RATED 10 AMPS, 125 VOLTS 
AC, 2 AtirS. 125 VOLTS OC. 

10/12/44 WCL-(2547)- (2541) CH2682075-8 
ROY. 44 31-31 ISSUE 6 


CHH- 24378 AN/TPS-1B 

SWITCH, TOSGLE: 

SPST. CONTACTS RATED 3 ANPS AT 250V AND 
6 AMPS AT 125¥., AC AND DC. BALL TYPE 
HANDLE. ; 


10/23/44 81015-BA CNL ESA-676800~74 
NOV. 44 iss. 53 


cae | RAR? | CANITAFTIE | 


RESTRICTED 


NAVSHIPS 900,109 


3.24-20 


[ athets [ose ssn von | oem 


-24379 AN/Tes-18 
SWITCH, SENSITIVE: 
SPST, NORMALLY OPEN, CONTACTS RATED 10 
AMPS AT 125¥ AC, ROLLER LEAF ACTUATOR, 
MOVEMENT DIFFERENTIAL 0.005 TO 0.015" 
OPERATING PRESSURE 2 TO 3 OZ. PRESSURE 
DIFFERENTIAL 1/2 TO 1,0 OUNCE. OVERTRAV- 


RE 24F 181 


EL 1/16". 
10/23/44 CHUsYZ-RL2 CWwsBA-10052-°29 
NOV. 44 Sse U1 


cc- 24380 SK-3 
PUSH BUTTON STATIONS 
CONSISTS OF THREE SPOT SETS OF CONTACTS 


WITH THREE BUTTONS MARKED "START" ®STOP- 


RESET", “EMERGENCY RUN“s» CONTACTS RATEOs 
6 AMPS I15V AC 3 AMPS, 220V AC; 165 AMPS 
440V AC, AND 2,2 AMPS 115V DC; 1.1 AMPS 

230V DC. HAS WATER TIGHT MQLDED PHENOLIC 
TH/13/44 CR-G6844°E300A  CG3M-7475138-1 

NOV. 44 : REV. O 


cG-24360 
CASE, DESIGNED FOR HIGH SHOCKS. 


CAE- 24381 Tew 

TOGGLE: SWITCH 

SPST. CONTACTS RATED, 3 AMPS AT 

280 VOLTS OC. BALL TYPE HANOLE 15/32° 
BUSHING, REAR LUGS, 2 BREAKS PER CIR- 
cult. 

# CHLZ60A175-0, CAYSM-7406456/P8 REV & 


11/15/44 #8280 CAY3P-7706778 PY 
MAR. 46 REV. 4 * 


CAE- 24382 18w 

TOSGLE SWITCH: 

DPST. CONTACTS RATED, 10 VOLTS AT 

250¥ DC, 15 AMPS AT 125V AC, BALL TYPE 
HANOLE. 


11/18/44 #9244 CAY3P-7706778 PB 
nov. 44 REV. 4 


RQ- 243830P-1 UP-2 JP-3 

HYDROPHONE SWITCH UNIT 

tNCLUDES A SPRING LOADED SELECTOR SWITCH 
FOR CONNECTING HYDROPHONE WENOINGS Et- 


THER IN SERIES AIDING OR SERIES OPPOSING, 


RECEPTACLE FOR HYOROPHONE CABLE, 2 HFO 
PAPER CAPACITOR, AND ON OUTPUT RECEPTA- 
CLE TO CONNECT TO INPUT OF THE AUDIO 


11720044 
JAN, 45 
RQ- 24383 
AMPLIFIER. 
-24384 GEN. USE RE 240 159 


SWITCH, MECROPHONE (HANDSET): : 
PUSHBUTTON SHITCH PLATE. 3 CONTACT 


SPRINGS. RATED 2.5 AMPS AT 14.0 VOLTS OC. 


10/13/44 
DEC. 44 


Class 24—Switches 


a 


CAE- 24385 AN/uMP-1,1A,18 

SWITCH TOGGLES 

DPST CONTACTS RATED AT CONTINUOUS CUR- 
RENT CARRYING CAPACITY 30 AMPS, MAKING: 
125V AC +5 AMPS, BREAKING: 125¥ AC RE- 
SISTANCE LOAD 20 AMPS HNOUCTIVE LOAD- 
30 AMPS. EMERGENCY BREAKING: 125V AC, 
40 AMPS. 


10/27/44 CAE: 8823 CHZSSW1066 


DEC. 44 REV O 


CHH- 24386  oB¢ 

SWITCH 

OPST 1 AMP AT 125V AC 825 WATTS ONE CIR- 
CULT NORMALLY OPEN ONE NORMALLY CLOSED, 
CONTACTS SILVER PLATED, SLOW MAKE AND 
SLOW BREAK MOMENTARY CONTACT. 


10/30/44 3392-A CWs BA-11718-8 
FEB. 45 iss 4 


CARU- 24387 TEB 

SWITCH, TUMBLER: 

SPST, 20 AMPS AT 250V AC. YOKE SNSULATED 
FROM MECHANISK. 


11/22/44 5421 CATALOG 
OEC. 44 


coe- 24388 Tee 

SWITCH, TOGGLE BAT-HANOLED: 

OPOT, 3 AMPS AT 125 VOLTS OR 1 AMP AT 
250V NICKEL PLATED FINISH WITH 7/16" 
SHANK. : 


CANCELLED 


11/22/44 Swii20 CATALOG 
OEC. 44 


CaY- 24389, ToE-1 

SWITCH ] 

SPST ONE BREAK PER CIRCUIT NORMALLY 
CLOSED 250 VOLTS, 10 AMPS, AC. 


10/2/44 887441 22-A-156P 9-16 
OEC. 44 . REV 12 


cyo- 24390 Ter-2 

TOGGLE SWITCH: 

OPST, 2 BREAKS PER CIRCUIT; CONTACTS 
RATED 20 AMPS AT 250 VOLTS, 20 AMPS-AT 
125 VOLTS. BLACK NON-INDICATING HANDLE. 


11/3/44 3982 CAYSM-7407475 
FEB. 45 Pt REV 2 


csz- 24391 Que 

PUSH BUTTON SWITCHs 

TWO CIRCUIT ORIP PROOF, ONE CIRCUIT 
NORMALLY ON MOMENTARILY OFF, OTHER CIR- 
CUIT NORMALLY OFF MOMENTARILY ON. CON- 
TACTS RATED: 10 ANPS, 60 VOLTS AC; 4 AMPS 
ty VOLTS OC; 1 AMP, 230 VOLTS OC; AND 
1/2 AMP, 550 VOLTS OC. 

11/16/44 9001, LIST OF 1899-011 

DEC. 44 REV I 


CHU- 24392 AN/URA-T2 
SWITCHSENSITIVEs 

SPST, NORMALLY OPEN, MOMENTARY CONTACT, 
ROLLER LEAF TYPE ACTUATOR, MOVEMENT DIF- 
FERENTIAL 0.010" TO 0.030", OPERATING 
PRESSURE 3 TO S OUNCES, PRESSURE DIFFERE’ 
TIAL 1/2-1 OZ, OVERTRAVEL 1/16". 


RE 24F 151 


11/17/44 G-RL2 
FEB. 45 


CKV2A-72000 


NAVSHIPS 900,109 


RESTRICTED 


SHAT SUNT, 


cHU- 24393 TES 
SWITCH MICAS 


CANCELLED 


11/22/44 YZ-RL2 CATALOG 
OEC. 44 


CAY- 24394 TeK-16 

SWITCH, CIRCUIT BREAKER: 

3 PST, SINGLE BREAK, NORMALLY CLOSED. 
600V AT 25 AMPS AC TRIPPING. 


11/30/44 S#1222034 
DEC. 44 


CAE- 24395 WK 352 MOO 1 

SWITCH, TOGGLE: 

4 POT, 3 POSITION CENTER OFF, MOMENTARY 
ON, SNAP ON. CONTACT RATING 10 AMP 250 
VOLTS AC. ’ 


12/2/44 68887KI CAOSsA10077C 
OEC, 44 REV 0 


CG- 24396  -RA0-2,6 
SWITCH TOGGLES: 

SPST, CONTACTS RATED 3 AMPS 250 VOLTS 
OC. BALL TYPE HANDLE. 3/8" BUSHING. 


CANCELLED USE-24151 


12/2/44 IG Al Ad CNASO-854-2 
FEB. 45 FIG. 3 SUB. 4 


Cu- 24397 RK 13 

POWER SWITCHING UNIT? 

SIMILAR TO =301243 EXCEPT DOES NOT HAVE 
TRANSFORNER AND 1S 16 A SMALLER BOX. 


12/5/44 0153057 
JAN. 45 


CAE- 24398 QuB 

SWITCH, TOGGLE: 

4 POT, CENTER OFF POSITION. CONTACTS 
RATED 50 AMPS, 15 VOLTS DOC; 25 AMPS, 


125 VOLTS AC, BAT TYPE HANDLE WITH RADIO- 


ACTIVE TIP. 


12/7/44 8881K2 CwsBA-40177-6 
JAN, 45 iss. § 


CAE- 24399 Que 

SWITCH, TOGGLE: 

DPST, TWO POSITIONS: ONES OPEN, ONE 
CLOSED. CONTACTS RATED. 75 AMPS, 15 
VOLTS DC AND 25 AMPS, 125 VOLTS AC. BAT 
TYPE HANDLE WITH RADIOACTIVE TIP, 


12/7/44 8701K2 CWEB8A-10177-8 
JAN. 45 iss. 5 


cuu- 24400 sv 
SWITCH, SENSITIVE 
SPOT, MOVENENT DIFFERENTIAL 0.0002" TO 
0.0003". CONTACTS RATED 10 AMPS, 125 
VOLTS AC; 5 AMPS, 250 VOLTS AC, OPERAT- 
ING PRESSURE 7-8 1/2 O02, PRESSURE OIF- 
FERENTIAL 1 1/4 TO 2 OZ. OVERTRAVEL 
1/16", 

12/8/44 B2-RS_ CwrBA-10052-12 
FEB, 45 Iss. oa 


[saa | 


RE 24F 151 


AEE 


ee ee ee ee ge 


HAYLE, [runs asstenen ror | HAM BRAWING | 


chu- 24401 sv RE 24F 15) 
SWITCH, SENSITIVE PUSH 

BUTTON: SPOT, CONTACTS RATED 10 AMPS 
AT 125 VOLTS AC, AND 5 AMPS AT 250 VOLTS 
AC. MOVERENT DIFFERENTIAL UNDER 0.0005" 
OPERATING PRESSURE 7-9 OZ, PRESSURE 
DIFFERENTIAL 1-3 OZ. OVERTRAVEL 7/32". 


12/8/44 G2-RQI C¥rBA-10052-3 
FEB. 45 iss. Il 


cw- 24402 SV 

SWITCH, SENSITIVE: 

SPST, NORMALLY CLOSED, LEAF TYPE ACTUA- 
TOR. CONTACT RATING 10 AMP AT 125 VOLTS 
AC, AND 5 AMPS AT 250 VOLTS AC, MOVEMENT 
DIFFERENTIAL 0.02" TO 0.04", SIMILAR TO 
-24107 EXCEPT FOR ANHLE OF ACTUATOR. 
SAME AS +24107 EXCEPT LEAF IS FORMED 
12/8/44 €ESL-688166-4 ESL-688166-4 
JAN. 45 ss. 9 


cu-24402 
DIFFERENTLY. 


cuu- 24403 sv 

SWITCH SENSITIVE 

SPST, NORMALLY CLOSED, LEAF TYPE ACTUA- 
TOR. CONTACT RATING 10 AMPS AT 125. VOLTS 
AC, AND 5 AMPS AT 250 VOLTS ACs. OVER- 
TRAVEL 1/16" MAX OPERATING PRESSURE & 02 
MAX. PRESSURE DIFFERENTIAL APPROX 2 02 
OVERTRAVER 1/16". 

12/8/44 W2-2RL4 C¥3BA-10052-18 
JAN, 45 ISS. Ut 


caE- 24404 oce 

SWITCH, TOGGLES 

DPOT, CONTACTS RATED 3 AMPS 125V AC. 
GALL TYPE HANDLE, 16/32" BUSHING. 


12/13/44 8373K2 CHL 325233 
JAN. 45 ALT. 11-30-44 
cuu- 24405 ocs RE 24F 151 


MICRO SWITCH: 


~ SPOT. SHORT ROLLER LEAF TYPE ACTUATOR, 


MOVENENT DIFFERENTIAL 0.030" MAX. 
OVERTRAVEL 0.062" MIN. OPERATING FORCE 
1,5 OZ. MAX. PRESSURE DIFFERENTIAL 172 
OZ 


12/14/44 B2-2FW221 CML 325235 
AAR, 45 ALT. 0 


CHH- 24406 sv 

SWITCH, SNAP? 

DPST, NORMALLY OPEN, CONTACTS RATED: 
10 AMPS/ILISV AC, 5 ANPS AT 230/450/600 
VOLTS ACs; 10 AMPS/IISY DC, 5 AMPS/230V 
OC, 3 AMPS/450V DC, 2 AMPS/6OOV DC. 


12/14/44 8121288 CwsKS-ISIT9LO? 
JAN. 45 ISS. ¥ APP. I 


cHh- 24407 sv 

SWITCH, SNAP? 

OPST, NORMALLY OPEN, CONTACTS RATED: 60 
AMPS AT 115/230/450/600V AC; 60 AMPS AT 
115/230¥ DC, 40 AMPS/450V DC AND 30 AMPS 
/600V OC. 


12/14/44 8124388 CWSKS~ISTI9LO2 
JAN, 45 1SS. t APP. I 


Class 24—Switches 


HALT, NAMEN, 


3.24-21 


SAT FIRST ASSIGNED FOR | ovarrenran a 


CHH- 24408 S0-74/7N 

SWITCH TOGGLE: ? 

DPST, CONTACTS RATED 3 AMPS AT 115 
VOLTS DC. MODIFIED FOR ROTARY OPERATION. 
CERCUIT CLOSES WITH CLOCKWISE ROTATION. 


12/14/44 8947-BE CRP:0L-G28-5074 
MAR. 45 REV. 6 G1 
cun- 24409 so 7M/7N RE 24F 151 


SWITCH, SENSITIVES 

SPST NORMALLY OPEN. CONTACTS RATEO 10 
AHPS AT $15 VOLTS AC. OPERATING PRESSURE 
2 TO 3 OUNCES. PRESSURE DIFFERENTIAL 

1/2 TO 1 OZ. OVERTRAVEL 1/16", MOVEMENT 
OIFFERENTIAL 0.005 TO 0.015. 


12/18/44 4 MZGH-2) CRP3V-28-5068 
HAR. 45 REV. 4 


ccc- 24410 so 74/7N 

SWITCH, CEVERS 

OPOT, | BK PER CIRCUIT, 3 POSITION TOG- 
GLE TYPE. CONSISTS OF 2 SETS OF SPDT 
CONTACTS WITH OPEN NEUTRAL. RATED 10 
AMPS AT 110 Ve ACs HANDLE NICKEt PLATED 
BRASS WITH THKEAUED NeCK INSIDE. 


12/18/44 MOL-FS-27- CRPsU28-S5071-1 
WAR. 45 2922729 REV. II 


CHH~ 24411 SO 7M/7N 

SWITCH, SELECTOR: 

OPDT, BOTTOM CONNECTED, I-OFF, 2-OFF, 
CONTACTS RATED 6O AHPS AT 115-660 VGLTS 
Ac. 


12/38/44 81246-G CRPsU-28-5098 
JAN. 45 — REV. O 


CHH- 24412 SO 7M/7N 

SWITCH, TOGGLES 

SPST, CONTACTS RATED 6 AMPS AT 250 VOLTS 
OC OR #2 AMPS AT 425 VOLTS DC. BAT 
HANDLE EXTRA LONG (LONG BUSHING FOR 

ATG) NO LUMINESCENT TIP. 


12/18/44 89607-Q CRP328-5086 
_ TANS 45 REV. 4 


CAE- 24413 ter 

SWITCH, TOGGLES 

DPDT, CONTACTS RATED 3 AMPS 250 VOLTS 
AND 6 AMPS 125 VOLTS AC OR DC. BALL 
TYPE HANDLE. NO OFF POSITION, 1/4" 
BUSHING LENGTH. HAS 4 REAR BUG, 


12/19/44 8373 CAY:7606438-109 
JAN. 45 REV. 20 


coc- 24414 WK 13 MOD O 

SWITCH LEVERS 

CONSISTS OF 2 SECTIONS: (1) DP MAKE BE- 
FORE BREAK, AND SPDT, (2) DPDT, SPST, 
“AND SP, MAKE BEFORE BREAK. CONTACT RATED 
10 AMPS, 125V AC, 2 AMPS, 125V DC. TOP 
AND CENTER POSITION LOCKING, NO THROW IN 
LOWER POSITIONS. 

12/19/44 MCL-(2547)- CHSESA-682073-9 
JAN. 45 (25415)-31-3% ISS. 8 


cCaY- 24415 TaB-5 

SWUTCH, PUSH BUTTON 

2 + SPST MOMENTARY CONTACT. CONTACT RAT- 
(NGSt 1 AMP AT 250V. BUTTON IS RED. 


$/10/45 $#588353-D 724533 ° 
JAN, 45 REY. 13 


RESTRICTED 


cex- 24446 sv 

SWITCH, TIME DELAYS 

MOTOR RATED 1I5V 60 CPS 450 RPM INTER} 
NALLY GEARED TO GIVE AN OUTPUT SPEED TO 
THE SHAFT OF 1 RPM PRESET FOR 120 SEC 
410% TIME DELAY, SWITCH TO BE MU-SWITCH 
CORP. TYPE NBS-2Z SPOT NORMALLY OPEN. 
CONTACTS RATED 125V 60 CPS 15 AMPS AC 


12/21/44 44SP52 CWSBL-12046 
JAN. 45 Iss. 4 
ccx- 24416 


(CW) SPEC KS-10149 LIST OF ISS. 5) 


CHH- 24477 Nd 3,9 

SWITCH, TOGGLE: © 

DPDT; ONE BREAK PER CIRCUIT; NO OFF 
POSITION; CONTACTS RATED 3 AHPS AT 825¥ 
DC AND | AMP AT 250V AC, SAME AS 
24079-A EXCEPT FOR POSITI(ON OF TERMINALS. 
BAT TYPE HANDLE NOW-LUAINOUS. 
#CBM:746-16, ALT 1 

32/27/44 8t0t2R . CBMST-746-1A 
FEB. 45 ALT O 


cw- 24418 4K 20 #00 1 

SWITCH, ROTARYS c 
SPOT. SP CONSISTS OF PHENOLIC ROTATING 
DISC WITH 2 CONTACTS DIAMETRICALLY OP- 
POSITE ONE HEAVY PALLADIUM, THE OTHER & 
SILVER PLATED BRASS PIN. FIRST MAKES 
WITH BRASS SILVER PLATED DOUBLE CONTACT 
BAR: LATTER MAKES WITH EITHER OF 2 STA= 


12/28/44 BL-416718 CwsBA-105385 
JAN. 45 iss. J 
Cu- 24418 


TIONARY SILVER PLATED BRASS PINS. OPER- 
ATES CLOCKWISE OR COUNTER-OLOCKWISE. 
CONTACTS RATES O11 AMP AT 24V DC. 


CHH- 24419 WK-7-8 

SWITCH, PUSH BUTTON: 

DPST, NORMALLY CLOSED. RATEO 1 ANP AT 
250 VOLTS DC, 3 AMPS OF 125 VORTS AC. 
SIMILAR TO -24044 EXCEPT LATTER 1S NOR- 
MALLY OPEN. (DWG SHOWS NORMALLY OPEN. 
POSITION NOT TRUE HERE). 


12/28/44 3594-MA CON: 746-6 
JAN, 45 
cMu- 24420 us RE 24F 15% 


SdITCH, SENSITVIES 

SPST, NORMALLY OPEN; CONTACTS RATED 10 
AMPS, 125V AC. OPERATING PRESSURE 

12-14 02; PRESSURE DIFFERENTIAL 3-4 02, 
OVERTRAVEL 1/16". MOVEMENT DIFFERENTIAL 
2001" OR UNDER. 


12/28/44 GeRS CDUSDD-3218-A-1 
FEG. 45 


CHH- 24421 WK-3.7.8 

SWITCH, PUSH BUTTON: 

SPST, NORMALLY CLOSEO. RATED 3 AMPS AT 
250 VOLTS DC. SILVER-PLATED CONTACTS. 


12/28/44 CH: 3592 Ko CBNS746-589 
JAN. 45 


MAVASTEES | aU] 
NAVSHIPS 900,109 


3.24.22 
Een Fist assigns ron | HAYL DRAWING, 


CHH- 24421-A 

SWITCH, PUSH BUTTON 

SPST, MOMENTARILY OPEN, NORMALLY CLOSED. 
CONTACTS RATED 3 AMPS AT 250 VOLTS. RED 
PUSH BUTTON. SAME AS -24421 EXCEPT FOR 

THE COLOR OF THE BUTTON. 


5/1745 SdMILAR TO CRV3K-886508 P2 
JUN, 45 3592 Q Sus. 2 


CFS- 24422 uy 

SWITCH, LEVER: 

OPOT, CENTER-CFF POSITION. LOCKING IN 
ALL POSITIONS. : 


*COM2746-5, C3NS746°5, ALT 1 
12728744 1425 CDU:DD-3491,-B 
FEB. 45 RSEE ABOVE 


CAY- 24423 = TfeK-11 

SWITCH, KNIFES 

14 POT, ALL 14 BLADES INTERCHANGEABLE. 
CAPASLE OF OPERATING AT 5500V AT 0.4 
AMPS, 2300V AT 2.3 AMPS, ANO U10¥ AT 2.5 
AMPS, 


12/29/44 NA T-7605032 SS. 5 


JAN. 45 PT34-35 WY-3961 


CAE~ 24424 8c 

SWITCH, TOGGLE: 

DPDT. WIPING TYPE CONTACTS RATED AT 10 
AMPS, 250V AC OR 15 AMPS AT 125V AC. 
SINGLE HOLE, MOUNTEO 6Y A 16/32" DIAM 
BY 15/32" LONG BUSHING SCREW TYPE TER~- 
MENALS. 


12/30/44 CAE:8690 CHtESA-682060-6 
JAN. 45 Iss. 9 
CKU- 24425 Que . RE 24F 151 


SWITCH, SENSITIVE 

SPST NORMALLY OPEN PIN PLUNGER TYPE 
MICROSWITCH. SILVER CONTACTS RATED 10 
AMPS 125V AC 5S AMPS 250V AC. MCVEMENT 
DIFFERENTIAL 0,0004-0.002". OPERATING 
PRESSURE 9 TO 13 02., OVERTRAVEt 0.005" 
MENTHUM, ATR GAP OF 0,027 HINIMUM, 
12/30/44 CNUSYZ-2R CW3BA-10052-46 
FEB. 45 : 


ch 24426 Que 
STATION, PUSH BUTTON: 
THO PUSH BUTTON, MOISTURE RESISTANT, 
NON-LOCKING TYPE, KEYS MOUNTED ON A 

_ COMMON METAL FRAME. KEYS HAVE HEAVY 
PALLADIUM CONTACTS WHICH ARE RATED aT 
1,0 AMPS $0 VOLTS AC MAX. AND 0.6 AMP 
50V¥ DC MAX. EACH KEY HAS TWO SECTIONS 


12/30/44 CW20-169098 CWZBA-504854 
JANs 45 ISSUE 1 

: : oe 

Cw- 24426 


WHICH OPERATE SINIA. TANEOUSLY. RIGHT SEC- 
TION COWSISTS OF OPOT SET OF CONTACTS, 
LEFT SECTION CONSISTS OF A SPST NORNALLY 
CLOSED AND A SPST NORMALLY OPEN SET OF 
CONTACTS, 


CHH- 24427 = RBL SERIES 

SWITCH, ROTARY ASSEMBLY: 

OPERATES NAVY TYPE -24148 SPOT TOSGLE 
SWITCH TO PROVIDE A SPDT ROTARY SWITCH, 
3 AMPS 250 VOLTS. 


12/30/44 CHH:8102t-V CHA:0-667-1 
JAN. 45 REV. 6 


NAVSHIPS 900,109 


Class 24—Switches 


RVR, 


CHH- 24428 Ret SERIES 

SWITCH, ROTARY ASSEMBLYs 

OPERATES NAVY TYPE -24146 SPST TOGGLE 
SWITCH AND NAVY TYPE -24147 OPST TOGGLE 
SWITCH SIMULTANEOUSLY TO PROVIDE A 3 PST 
ROTARY SWITCH. 3 AMPS. 250 VOLTS. 


12/30/44 CHH-1570-NM CUA:D-666-1 
JAN. 45 f REV. 6 
cWU- 24429 sR RE 89118 


LINE SwITCH, 

OPST. 4 TERMINALS. CONTACTS RATED 200 
AMPS AT 250V OC. INCLUDES 2 FUSES RATEO 
200 AMPS AT 250V OC, ENCLOSURE ORIP 
PROOF. METHOD OF OPENING: tNTERLOCKEO 
HINGED COVER. MIG: BULKHEAD. INSULATION? 
CLASS A. MEETS 2000 FT # SHOCK TEST. 
bfi/as NAVY TYPE KE CwUsA-408 

APR. 45 CWU TYPE A~408-2 


cro- 24430 = st 

SWITCH, §NTERLOCK 

SPST, RATED 10 AMPS. AT 125¥ AC, S AMPS. 
AT 250V AC. DOOR TYPE SWITCH OF BLACK 
MOLDED BAKELITE. 


*CRV3K-860597P132, REV 4, CFN-300159 
REV 3, CBM:746-429 ALT O 

1/3/45 4600 CUSESA-688432-2 
APR, 45 ; Iss. 4 * 


CAE- 24431 -2054% 

SWITCH, TOSGLE 

DPST CONTACTS RATED 5 AMPS AT 250¥ AC 
10 AMPS AT 125V AC. BAT TYPE HANDLE. 


1/4/45 730K2 CCGSE-78A-2 
APR. 45 . ; 
ceE- 24432 +20341 E-139B-1 


SWITCH, THERMAL 

NORMALLY CLOSED. CONTACTS RATED 10 AMPS 
AT 110 OR 220V AC OR 30V OC. SHSTCH 
MUST OPEN AT TEMP. OF 145°F + 39F AND 
CLOSE AT 135°F + 39°F. 


144145 C-4355-07 
JAN. 45 


CAE- 24433 TOE 

SWITC". TOGGLE 

SPS\¥. OWE BREAK PER CIRCUIT, ONE EX- 
TREME POSITION ON ONE EXTREME POSITION 
OFF, NO CENTER POSITION. CONTACTS RATED 
80 ANPS AT 24 VOLTS DC. BAT TYPE HANDLE, 
LUMINESCENT TEP, 


1/5/45 8GS1KI ” CAE sCATALOG 
SAN. 45 _ SKETCH 


CAE- 24434 TOE 

SWITCH, TOGGLE 

SPDT, TWO CIRCUIT, NO OFF POSITION, LE- 
VER THROWN IN ONE POSITION CLOSES ONE 
CIRCUST, THROWN IN OTHER POSITION CLOSES 
SECOND CIRCUIT» CONTACTS RATED 6 AMPS AT 
125V AC, 35 AMPS AT 24 VOLTS AC. BAT 
TYPE HANOLE WITH LUHENESCENT TtP. 

1/5/45 ¥8210K8 CAE SGATALOG 
JAN. 45 SKETCH 


CAE> 24435 ThE 

SWITCH, TOGGLE 

SPDT, TWO MOMENTARY CUNTACTS NORMALLY 
OPEN. CENTER POSITION OFF. CONTACTS RA- 
TED 5 AMPS AT 125 VOLTS AC, 35 AMPS AT 
24 VOLTS AC. BAT TYPE HAKOLE WITH LuMt- 
NESCENT TIP. 


1/5/45 8202K7 * CAE CATALOG 
JAN. 45 : / SKETCH 


MOET | BENATAR 


HAT first assigned Fon | WAL RRAMYIG, 


CRV- 24436 CRV-50194 

SWITCH, PUSH BUYTON 

SPST, WON-LOCKING. SILVER, NON-WIPING 
CONTACTS. 


1/10/45) | -M-441864-505 CRVSM~141864-503 
JAN. 46 REV § 


cAE~ 24437 DAG 

SWITCH, TOGGLE 

DPDT, BAT-HANDLE, RATED 3 AMPS 250V AT 
NO LOAD. 20 AHPS AT RESISTIVE LOAD OF 
24 VOLTS. 


1/10/45 =8825-K4 CAE SCATALOG 
JAN. 45 


CAY-24438 TBU-4,TAB-6 

MAIN LENE SWITCH 

SPST NORMALLY CLOSED. CONTACTS RATED 600 
VOLTS AC AT SO AMPS, TRIPPING CURRENT. 


VsAT1/45  AB-SH#545393 7609267 P100 
JAN. 45 REY 15 


CATR: 24439 AN/APA-17A RE24FISI 
SENSITIVE SWITCH 

SPST, NORMALLY OPEN. CONTACT RATINGS 10 
AMPS AT 11S VOLTS AC, & AMPS AT 250 
VOLTS AC, 1000 WATTS AC. OVERTRAVEL 
7/32". OPERATING PRESSURE 12-16 OZ., RE- 
LEASE PRESSURE 6-8 02. MOVEMENT DIFFER- 
ENTIAL O01. OVERTRAVEL PRESSURE 4 172-3 


1/13/45 RO7T-1P CATKSRO7-0P 
FEB. 45 

CATR: 24439 
POUND. i 


CAE- 24440 TCE 
SWITCH TOGGLE 

DPST NORMALLY OPEN 

CONTACT RATINGS; 250¥, 3 AMPS; 
125V, 6 AMPS, BALL HANDLE, LOCKNUT. REAR 
LUG TYPE. 


CFN-300360-1 REV. 2 
1713/45 #8370 CAY-7406456/ 
JAN. 45 5 P9 REV 6 * 


CAY- 24441 Tce 

SWITCH, INTERLOCK 

DPST. SINGLE BREAK. CONTACT RATING: 250 
VOLTS. 6 ANPS AC. MOKENTARY TYPE. 


1423745 7TS8O97SE/PI 
JAN. 45 REV. 1 


CHH-24442 $S0O-7H, SO-7N 

SWITCH, DUAL TOGGLE 

CONSISTS OF 2 SPOT TOGGLE SWITCHES AR- 
RANGED FOR ROTARY ACTION. FRONT UNIT TO 
WAKE BEFORE REAR UNIT BREAKS WHEN SHAFT 
1S ROTATED CLOCKWISE. CONTACTS RATEDS 
FRONT UNIT 3 AMP T15V OC. REAR UNIT I 
AMP 115¥ DC. SWITCH SHOULD NOT BE ABLE 
1/15/45 21490-8K CRP:0UG26-S075 


JAN. 45 REV 2 


MASE 


~ RESTRICTED 


Gt a a aR a a ma aR AN Ek a a ama a cc I i a a AE NA a eR A la ee a A aE A A aera ak a aE A Ta A i en a ee 


& 


L 


cHR- 24442 
FO BE STALLED BETWEEN POSITIONS I & 2 


-WITH KNOB RELEASED. FRONT UNEtT TO CON- 


TROL. 


CH- 24443 TS-lO7/TPM-T 

SWITCH LEVER : 
CONSISTS OF THO DPDT (SIDE BY SIDED IN 
LOWER HALF ANO TWO SPST (SIDE 8Y SIDE) 
tN UPPER HALF, OPERATED SIMULTANEOUSLY. 
LOCKING IN MIDDLE POSITION, NON-LOCKING 
IN UPPER POSITION, NO THROW IN DOWN 
POSITION, CONTACTS RATED 0.5 AMP NON- 
B/19/45 CwrD-166856 CW2BA-105947 
Jan, 45 ISSUE 1 


CAY- 24443 
INDUCTIVE LOAD AT 59¥ OC, AND 0.4 AMP, 
INDUCTIVE LOAD AT 5OV OC, 


CW--24444 TS-1O7/TPHH} 

SWITCH PUSH BUTTON 

DPDT MOMENTARY TRANSFER. CONTACTS RATED 
0.5 AMPS NON-INOUCTIVE LOAD AT S50¥ OC’ 
AND 0.4 AMPS INDUCTIVE LOAD SOV DC. 


£/19/45 CW:D-161894-8 CW23A-105968 
JAN, 45 tSSUE f 


CAE> 24445 BW 

SHITCH, (NTERLOCK? 

SPST, NORMALLY OPEN 

CONTACTS RATED 0.075 AMPS AT 425 VOLTS, 
0.025 AMPS AT 250 VOLTS. . 


1416745 «8410 CAE 390-137 
JAN, 46 REV. S 


CYD- 24446 TBH 

TOGGLE SWITCH: 

SPOT, 3 POSITION. 
CONTACTS RATED 10 AMPS AT, 125 VOLTS, 

5 AMPS AT 250 VOLTS. GAT TYPE HAHDLE~ 


1/16/45 «=39535-B1a CAY 3 7407457 
JAN. 45 P 1 REY. O 


CAE- 24447 mK 13 

SWITCH, DISCONNECT? 

DPST. CONTACT RATING 6 AMPS AT 250V DC. 
CONTACTS ARE SILVER TO SILVER. 4 FUSE 
CLIPS MOUNTED ON TOP TO ACCOMODATE 2 
FUSES. ROTARY OPERATED KNIFE CONTACTS. 


W/17/465 82167 WI CwrB0-45862 
HAN. 46 iss. 1 
cnu- 24448 sv RE24FIS4 


SENSITIVE SWITCH 

SPST NORMALLY OPEN, WIDE ROLLER LEAF 
ACTUATED. CONTACTS RATED AT 10 AMPS, 126 
VAC, 5 AMPS 250V AC. OVERTRAVEL 1716" 
HAX,, MOVEMENT DIFFERENTIAL 0.060 MAX, 
OPERATING PRESSURE 9 OZ. MAX. SILVER 
CONTACTS. 

W/97445  YZ-7RL2T Cu sBA-10082-48 
JAN. 45. {SS %2 


Class 24—Switches 


cHU- 24449 sv RE 24F 151 

SENSITIVE SWITCH 

SPST NORMALLY OPEN. CONTACTS RATED AT 19 

AMPS 125¥ AC § AMPS 250V AC, OVERTRAVEL 
7/32" MAX, MOVEMENT OLFFERENTEAL UNDER 
0.005", OPERATING PRESSURE 22-28 02. 
PRESSURE DIFFERENTIAL 18-24 OZ. PANEL 
MOUNT TYPE. 

1717745) YZ-7RQIT CW2BA-10052-4 
VAN. 45 iss 12 


CATe~ 24450 sv 

SwiTCH. HIOGET 

SPST NORMALLY OPEN. CONTACTS RATED 10 
AMPS AT 415V AC, & AMPS AT 250V AC. 
MOVEMENT DIFF 0.085" WAX, PLUNGER TRAVEL 
TO OPERATE 0.035" MAX, CONTACT PRESSURE 
25 GRAMS MIN. CONTACTS SILVER. SNAP AC- 
TION TYPE. EXPOSED CONTACTS. 

TA17/45 GO4-1A CusBA-10076-3 
JAN. 45 SPEC. 643 + iss 6 


CHU- 24451 = Sot 

SWITCH, SENSITIVE 

SPDT RATED 10 AMPS AT TIBV AC. ROLLER- 
LEAF TYPE ACTUATOR. OPERATING PRESSURE 
3172-7 $42 OUNCES, 174-2 172 OUNCES 
PRESSURE DIFFERENTIAL, 2-085" (MIN) OVER- 
TRAVEL. 6005"-.046" MOVENENT DIFFEREN- 


THAL. 
V/N9745 BZ-2RW221 CRP2S-28-8120 
JAN, 48 REV Q 


ccc- 24452 so-t 

SWITCH, LEVER 

4POT. CONSISTS OF 4 SPOT SETS OF CON- 
TACTS, NEUTRAL OPEN POSITION, NON-LOCK 
tN UPPER POSITION, LOCK IN LOWER POSI- 
TION CONTACTS RATEO 10 AMPS AT 125¥ AC. 
2 AMPS AT 125¥ DC. 


1720/45 =MCL-27-27-28-28 CRP3DUG28-5079- 
JAN. 45 PL REV @ 


cec- 24453 SO. SO-A 

SWITCH, LEVER 

4POT. CONSISTS OF 4 SPDT SETS OF CON- 
TACTS, NEUTRAL OPEN POSITION, NON-LOCK 
{N UPPER POSITION, LOCK {N LOWER POSI- 
TION. CONTACTS RATED 10 AMPS AT. 1265¥ AC, 
2 AMPS, AT 125V OC. SAME AS +24452 EXCEPT 
FOR SIZE OF MOUNTING HOLES AND SHAPE OF 
1/20/45 MCL*27-27-28-28 CRP20UG28-5079- 
JAN, 48 P2 REV 8 


e6C- 24453 
HANDLE. 


CHH- 24454 NHC 

SWITCH, PUSH BUTTON 

DPST NORMALLY OPEN. CONTACTS RATED t0 
AMPS AT 125¥ DC, 10 AMPS. AT 125V AC. 
2 BLACK BUTTONS, 


1/20/45 CHH:3946 CRV3W-303084~- 
MAR. 45 CRV3K-860379-1 PI74 REV 9 


csz- 24455 aBy 

THERMAL SWITCH 

SPST CONTACTS RATED AT 10 AMPS AT 24 
VOLTS SCREW TYPE LUGS, 


(722745 = AL-9300 
JAN. 45 


3.24-23 


| AAR, frase assiowee vox | gaMYG. | [GHAR [vase asticweo vor | MM RAYHS, RAI rest assioneo ror | ALARA, 


‘1724/48 80908 


-24456 BK 
SWITCH. TOGGLE 
CPST. CONTACTS RATED 3 ANPS AT 250 VOLTS 
BALL TYPE HANDLE. 15/752" BUSHING, 


1723/45 CHH220902AM CHL S60AT23 
JUN. 45 CAES6360% Rev ¢ 


CHH- 24457 RBK 

SWITCH, TOGGLE 

OPST. CONTACTS RATED 1 AMP AT 250V OC, 3 
AMPS AT #25V DC. BALL TYPE HANOLE. BUSH- 
§NG 13732 LONG, 157352" DIA. 


1723745 CHL 60A117 
JAN. 46 REV O 
CAEZAGSS AN/TPS-1B 


SWITCH, TOGGLE 

DPST. CONTACTS RATED 20 AMPS AT 250V, 

1 1/2 HP, 180-220 VOLTS AC OR DC. BAT 

TYPE LEVER. 15/32" BUSHING. SIMILAR TO 


© 224136 EXCEPT FOR LENGTH OF LEVER AND 


SLIGHT DIFFERENCE IN CASE SIZE. 


14/23/45 7402-4 CHSESA-682060-7 
JAN. 45 {ss 10 


cuu 24459 ANSTPS-1B 

SWETCH MICRO 

SPST, NORMALLY CLOSED RATED 25 AMPS AT 
28.5V DC, BRACKET PUSH BUTTON. OPERATING 
PRESSURE 7 LBS., 3 LES. NAX. PRESSURE 
DIFFERENTIAL, 178" OVER TRAVEL 006" 
(MAX) MOVEMENT DIFFERENTIAL. 


1725/45 W2-RQ4) CW2BA-10052-4 


- SAN. 45 iss 13 


cHU- 24460 AN/TPS-1B 

SWITCH. MICRO 

SPST, NORMALLY CPEN RATED 25 AMPS AT 
28.5V DC. ORACKET PUSH BUTTON. OPERATING 
PRESSURE 7 LBS., 3 L3S. MAX. PRESSURE 
OLFFERENTIAL, 178" OVERTRAVEL; .006" 
(MAX. ) MOVEMENT DIFFERENTIAL. 


W423745 YZ-RQ4I CuwrSA-10052-55 
JAN. 45 SS 13 


CHH- 24464  SR-2 
TOGGLE SWITCH 
SPST RATED 20 ANPS, 125V. BAKELITE. 


CRVEH-4335209-1 
JAN. 45 REV O 


cMu- 24462 so-12Mst2en 

SENSITIVE SWITCH 

SPOT. CONTACTS RATED 10 A. AT F25V AC, 5 
Ae AT 250V AC. 3 Ase AT 460V AC, 2 AW 
AT 6OOV AC. 1/2 HP. 115*250-460V ACe IN 
CLUDES ROLLER ARM ACTUATOR, THE ARM OF 
WHICH MAY BSE ADJUSTED VERTICALLY THROUGH 
AN ARC OF 225°. THE ENTIRE ACTUATOR MAY 
1/28/45 BZE-RQ2 CRP 328-5153 
JAN. 45 ? 


Be cMu- 24462 
SYUNG HOZIZONTALLY 360° tM STEPS OF 45° 
OPERATING PRESSURE 2282 G2. PRESSURE 
DIFFERENTIAL APPROX. 2 O2ZS. OVERTRAVEL 
10°*+20° MOVEMENT OLFFERENTIAL LESS THAN 
0.0015" SwITCH 3ODY METAL CLAD. 


OUEST | __ HAWHAPTURIRA, 


I a Sc a 


RESTRICTED 


NAVSHIPS 900,109 


3 « 24- 24 
| SPASTIC jrimst assignap ror 


cszZ- 24463 TEB 

SWITCH, PUSH BUTTON 

SPOT. RATED 3 AMPS CONT. AT SIOV AC, 30 
AMPS, INTERMITTENT. 325 AMPS CONT. AT 
220V AC, 15 AMPS. UNTERMITTENT. 0.75 
AMPS. CONT AT 440V AC 7.5 AMPS INTERMIT- 
TENT: 0.6 ANPS CQNT, AT GOOV AC, 6 AMPS 
UNTERMITTENT; 3.5 AMPS AT UISY DC, «55 
1730748 9001 KB3 CS221466-BC G102 
JAN. 48 


CSZ- 24453 
AMPS AT 230¥ OC, «2 AMPS AT GOOV DC. 
SIHGLE RED PUSH-3UTTON MARKED “RESET”. 


coe- 24464 Tes 

SWITCH, TOSSLE 

OPDT CONTACTS RATED 3 AMPS. AT 125 
VOLTS, | AMP AT 250 VOLTS. BALL TYPE 
HANDLE. 


1/30/45 swt120 coe:swit20 
FEB. 45 


co- 24465 SO-74/7N 

SWITCH, CENTRIFUGAL 

THROWOUT: SPST NORMALLY OPEN, CONTACTS 
RATED 40 AMPS AT 115V AC. 


1/31/45 68182336) 
FEB, 45 


CRP326-5093 


CHHs 24466 WK 8 HOD 4 

SWITCH 

OPST, 5 AMPS, 250%-10 AMPS, 125V, TWO 
POSITION. BUSHING LENGTH, 7/16" SCREW 
TYPE TERMINALS. 


2/1/45 80745 CAYs13-D-4391 
FEB, 45 CHANGE 0 


CHH- 24467 TS-S5A/AP 

SWITCH, TOSGLE 

DPDT, CONTACTS RATED 3 AMPS, 250 VOLES; 
6 AuPS, 125 VOLTS. BALL TYPE HANDLE. 


2/9/45 BLO27-AG CHSES0-676800-5" 
Fee, 45 iss. 55 


CAUG- 24468 SEE BELOW EN26L57/2653 
SWETCH, LEVER 

A FUSEO, THREE POLE, SINGLE THROW SWITCH 
RATED 200 AMPS. 440 VOLTS. 15 OF DRIP- 
PROOF CONSTRUCTION DESIGNED FOR BUWLK- 
HEAD MOUNTING. 


WX-SG-4, SG-3, SG-4 
2/2/45 H426, SPEC "BY CRPsM-38J-W4 
Fee. 45 sue o 


CAO- 24469 SEE GELOM 
PUSH BUTTON STATION 
CONSISTS OF 2 SPST SWITCHES, ONE NORMALLY 
CLOSED AND THE OTHER NORMALLY OPEN. CON- 
TACTS RATED t AMP AT 250V DC; MONENTARY 
CONTACT. OPERATED MANUALLY. MAY BE LO- 
CATED LOCALLY OR REMOTELY. 

RGEN. RADIO NXgr-53394 

2/3/45 — KN2207-1 16939 

FEB. 45 ALT 0 


NAVSHIPS 900,109 


Class 24—Switches 


cHH- 24470 be 

TOGGLE SWITCH 

SPST, RATED 3 AMPS, 250 VOLTS. BaT 
SHAPED HANOLE. 


2/6/45 20994-AB COUs5-113 
FEB. 45 


co- 24471 UA 

EXCITATION SWITCHING 

UNITS CONSISTS OF A 5 POSII1OM SE- 
LECTOR SWITCH FOR SELECTING THE 100 KC 
OUTPUT FROM EACH OF THE 4 MOven UE-1 
TRANSMITTING TIMING EQUIPMENTS, ANO AN 
“OFF” POSITION. ALSO HAS 4 FIVE POSITION 
SWITCHES TO CONNECT TIMER TO FRANSHITTER 
2/7/45 DL4WS78A 

FEB. 45 


CG~ 24471 
HAS SINGLE PANEL USED FOR THESE CONTROLS 
AND PROVISIONS FOR MEASURING VORTAGE & 
FREQUENCY. UNIT #S MOUNTED ON ARTICULAT- 
ED SLIDES . CAN BE DRAWN COMPLETELY OUT 
OF TYPE CG-10473 CABINET ANO TILTED UP- 
WARD FOR SERVICING. 


ccz- 24472 eK 

PUSH BUTTON SWITCH 

CONSISTS OF TWO SPST DOUBLE BREAN NOR- 
MALLY OPEN MOMENTARY CONTACTS, RATED 
125 VOLTS 10 AMPS, 250 VOLTS & AMPS. 


2/9/45 #0908W 
FEB. 48 


CCZ:3D-0908-A 


ccz- 24472-Aa TBL-2 

SWITCH, PUSHBUTTON 

TWO SPST, OOUSLE BREAK NORMALLY OPEN. 
CONTACTS RATEO 10 AMPS AT 125 VOLTS, 5 
AMPS AT 250 VOLTS. MOMENTARY CONTACT. 
SAME AS -24472 EXCEPT FOR LENGTH OF PUSH 
BUTTON, 


2412745 4090 
MAR, 45 #090W 


CCZ3D-OS0W-A 


ccz- 24473 eK é 

PUSH BUTTON SWITCH 

DPST, NO.; CONTACTS RATED 125 VOLTS, 
10 AMPS, 250 VOLTS, & AMPS. 


2/9/45 #0508-W CCZ:0-OGO8W-A 
FEB, 45 


CCZ- 24473-A TRL-5 

SWITCH, PUSH BUTTON 

DPST Ole BREAK PER CIRCUIT. NORMALLY 
OPEN. CONTACTS RATED 10 AMPS AT 125 
VOLTS, 5 ANPS AT 250 VOLTS. SAME AS 
°24473 EXCEPT FOR LENGTH OF PUSH BUTTON. 


2/1245 #060 
MAR. 45 #060W 


CCZ3D-O6OW-A 


cay- 24474 eK 

SWITCH, INTERLOCK 

SPST, | BREAK PER CIRCUIT, NORMALLY 
CLOSED; CONTACTS RATED 220 VOLTS 0.2 
AMPS DC. 


2/9/45  P-7705078P350 P-7705078P30 
FEB. 46 REV. 39 


SEOEHAES 
~ RESTRICTED 


CAT || oars | MARRARTYANS 


ASH ATR, SHARAN, [RAELZRS, —rvest assionen vox | HAVER, 


coe- 24475 ecs 
SWITCR. TOGGLE 

DPST, CORTACTS RATED 3 AMPS AT 125Y, 
AND 1 AMP AT 250¥. BAT TYPE HANDLE. 


2/12/45 sitts SKETCH 
FEB. 45 


cop- 24476 ocD 

SWITCH, TOGGLE : 

SPST, CONTACTS RATED 3 AMPS AT U25v, 
AND | ANP AT 250¥. GAT TYPE HAWOLE. 


2/12/45 Sits SKETCH 
Feb. 46 


coB- 24477 ocd 

SWITCH, TOGGLE 

SPDT, CONTACTS RATED 3 AMPS AT 126V, 
AND | AMP AT 250V. BAT TYPE HANDLE, 


2/12/45 Sttts SKETCH 
FEB. 45 


cum- 24478 oco 

SWITCH, SENSITIVE 

SPOT, CONTACTS RATED 15 AMPS AT T25¥. 
OPERATING PRESSURE 6-14 OZ, PRESSURE 
DIFFERENTIAL 20-70% OF OPERATING PRES- 
SURE. OVERTRAVEL. 7/32". MOVEMENT DIF 
FERENTIM. 0.008 TO 0.0025. 


2/12/45 HPB-32 MPH 
FEB. 48 


CAE- 24479 WOA 

SWITCH, TOGGLE: 

3 POT, CONTACTS RATED 10 AMPS AT 250 
VOLTS, BALL TYPE HANDLE, NON-LUMINESCENT. 


2/14/45 38661 CBM:0-746-162 
WAR. 45 alt 0 


caY- 24480 teK-9 

SWITCH, KNIFE 

SPST CONTACTS RATED 30 AMPS AT 250V OC 
AND 30 AMPS AT 250V AC. 


1/31/45 P+7708170 CAY:P7708170 
FES. 45 REV. 6 


caAv- 24481 BK-9 

SWITCH, KNIFE 

SPST, ONE GREAK PER CIRCUIT. CONTACTS 
RATED 30 AMPS AT 250V DC AND SO ANPS 
AT 250¥ AC. 


1/31/45 H-740618666 CAY3M-7406185 
Fee. 45 G6 REV 20 


cH 24482 WCA 

TOGGLE SWITCH ASSEMBLY 

2 DPDT SWITCHES CONTROLLED BY A SCREW- 
DRIVER SHAFT; CONTACTS OF EACH SWITCH 
RATEO 250 VOLTS 1 AMPs 125 VOLTS, 3 
AMPS. 


2714745 #10 CRYST-74€-298 
MAR. 4% BRACKET NO, 1571 ALT 


Class 24—Switches 


3.24-25 


[stein [ruse asscnen ron | geareaneyinds | [GNA [ruse aston von | ARRAS, UNEP —_[rasr asioneo von | oAPERRARH, 


CHH- 24483 RAO-3 

SWETCH, ROTARY ASSEMBLY 

OPERATES 2 NAVY TYPE +24146 TOGGLE 
SHiTCHES EACH RATED 3 AMPS 125 VOLTS. 
PUN PLATE MOUNTED SO AS TO ACTUATE 
SWITCHES PROGRESSIVELY ANDO HAVE TOTAL 
CLOCKWISE SHAFT ROTATION OF 380°. 


2715745 9670 WR CWOS2A2835 
BAR. 45 iss 6 


CHH- 24484 RAO-3 

SWITCH, ROTARY ASSEMBLY 

OPERATES ONE NAVY TYPE +24146 AND ONE 
NAVY. TYPE *24147 TOGGLE SWITCH. EACH RA- 
TED 3 AMPS 125 VOLTS, PIN PLATE MOUNTED 
SO aS TO ACTUATE SWITCHES PROGRESSIVELY 
AND HAVE 180° TOTAL CLOCKWISE SHAFT T0- 


TATEONS 
2715/45 4570 NQ CwQs2a262 ISS C 
HAR. 45 #570 WR CNASE-948-1i SUB 2 


CATK- 24485 AN/URA-T2A RE24F153 
SWITCH, SENSITIVE 

SPDT: OPERATING PRESSURE 1-2 1/4 O2.; 
PRESSURE DIFFERENTIAL 1/4 OZ. OVER-TRA- 
VEL 7/32", 06005"-0.046" MOVEMENT OFFFE- 
RENTIAL, 


2718/45 CATKST286 CKVSA-72008 
MAR. 45 iss 1 


cG- 24486 su 

SWITCH, 

SINGLE CERCUIT, NORMALLY CLOSED, OOUBLE 
BREAK. CONTACT RATINGS: 125V¥, 003 AMP DOC 
250V, 0.15 AMPS DC. 


*CKRB-41-A6027-1 
2419745 CR 1070- CFT SNCP40°30-394 
MAR. 45° CIO3SA3 63 * 


coc- 24487 RCB 

SWITCH, SLIDER - 

SPOT NORMALLY CLOSED. FOR USE IN RF 
CIRCUITS ONLY. BAKELITE BASE. 


2449745 77 CHL260A130 
WAR. 45 iss a 


coce 24488 RCB 

SWITCH, SLIDER 

SPST NORMALLY OPEN. FOR USE IN RF CIR 
CUTS ONLY. BAKELITE BASE, 


2719445 70 CHL :60A06t 
MAR. 45 iss a 


coc- 24489 RCB 

SWiTCH, SLIDER 

OPST NORKALLY OPEN. FOR USE IN RF CIR- 
CuiTS ONLY. BAKELITE BASE, . 


2719/45 71 CHL 760A 062 
MAR. 45 iss a 


CHH- 24490 uM 

SWITCH, TOGGEL 

OPOT CENTER OFF CONTACTS RATED 3.0 AMPS 
AT 125¥ AC, 20 AMPS AT 250¥ AC. 


2720745 80988 CGSK-59N392 
WAR. 45 REV 0 


ces- 24491 080 

SWITCH, LEVER 

4DPT. 12 SPRING. LOCK IN ONE POSITION, 
NON-LOCK (N OTHER POSITION. 


2020/45 CFS:1424 CBN-746-158 | 
MAR. 45 ALT 0 
CHH- 24492 onn . 


SWITCH. PUSH BUTTON 
OPST; MOMENTARY CONTACT; NORMALLY OPEN; 
3 AMPS, 250V3 6 AMPS. 125V. 


2721745 61084 couss-151 
MAR. 45 


CHH- 244935 89ST 

SwiTCH, PUSH BUTTON 

DP NORMALLY OFF, QUICK MAKE AND QUICK 
BREAK, CONTACTS RATED 6 AMPS, 250¥, 12 A 
125¥, BHP, 250V. 


2721/65 8063.0 CRVSW-431088 
MAR. 45 CHANGE 2 


CHH- 24494 SP-1M 

SWITCH, PUSH BUTTON 

SPST. NORMALLY OPEN. CONTACTS RATEO 3 
AHPS AT 250 VOLTS AC WICKLE-PLATED PUSH 
BUTTON. 


2722445 3592 RA CGSK35J906 PI 
MAR. 45 REV 2 


CHH- 24495 SP-tm 

SWITCH, TOGGLE ; 
SPST, NORMALLY OPEN, CONTACTS RATED 1 
AMP AT 250¥ AC AND 3 AMPS. 125 VOLTS AC. 
METAL HANOLE WITH KEY WAY. AMBIENT TEM- 
PERATURE RANGE ~35°C TO +65°C. 


2/22/45 20994 - MK CG2K-44J5797P 
BAR. 45 REV 9 


cG- 24496 &p-in 

SWITCH GANG: : 
12 PDT (CONSISTS OF 12 SPDT SWITCHETTES). 
CONTACTS RATED 10 AMPS AT 12¥ OR AT 28¥. 


2/23/45 CRIO70-E104F2 CGSM-430493 
MAR. 45 REV. 3 


cG~ 24497 SP-IM 

SWITCH, PUSH BUTTON: 

DPST, NORMALLY OPEN. CONTACTS RATED 1.6 
AMPS, AT 1ISV DC 0.8 AMRS AT 230V OC, A 
0.2 AMPS AT 550V DC, 3.0 AMPS AT tLOV OC 
1,5 AMPS AT 220¥ AC, 0.75 AMPS AT 440¥ AC 
0.6 AMPS AT 550V AC, 


2/23/45 CR2940-4982698-G7 CG:K-52J607 
MAR. 46 REV. 2 


CHH- 24498 CDU-60104 


SWITCH, TOSGLES 


SPOT. CONTACTS RATED | AMP, 250 VOLTS; 
3 AMPS, 125 VOLTS. 7/16" BUSHING LENGTH. 
3 LUG TERMINALS. BALL TYPE HANDLE, 


2/23/45 CHN:21350 
HAR. 45 COUI5-10 


cG- 24499 SP-IN 

SWITCH 

@ POT, (CONSISTS OF 8 SPOT SWITCHETTES, 
EACH WITH ONE NORMALLY OPEN CONTACT ANO 
ONE NORMALLY CLOSED).- CONTACTS RATED: 
3.5 AMPS 24V AC, 0.2 AMPS 125V OC, 10 
AMPS 230V AC. TEMPERATURE RANGE O°C TO 
RCGSM7472756-REV 1 H-7470E587-P1 REV tt 
2/24/45 CKIGIS-116-L2 aSco AdUIC 
MAR. 45 


cG-24499 
70°C. PLATING WITHSTANOS SALT SPRAY 
TEST OF 50 HOURS, 


com- 24500 SP-1N 

SWITCH, LEVER: 

CONSISTS OF 1 SPST SWITCH AND 1 SPOT 
SWITCH. IS A TWO*POSITION SWITCH, NON- 
LOCKING HN BOTH POSITIONS. CONTACTS 
RATED 20 AMPS AT 110 VOLTS AC+ BLACK 
CATALIN HANDLE. 


2/24/45 St¥ILAR TO CGEM-7470333 P2 
MAR, 45 4103 REV 4 


coms 24501 SP-1M 

SWITCH, LEVER: 

CONSISTS OF | SPST SWITCH AND $ SPDT 
SWITCH. IS A  TWO-POSITION SWITCH, NON- 
LOCKING IN UPPER POSITION, LOCKING IN 
LOWER POSITION, CONTACTS RATEO 20 AMPS 
AT #10 ¥OLTS AC. BLACK CATALIN HANOLE. 


2/24/45 SIMILAR TO CGOIM~7470333P5 
MAR. 45 4101 REV 4 


caPB- 24502 GEN. USE 

ROTARY SWITCH: 

16 POStTION, 6 WAFERS, ENCLOSED IN A 
WATERTIGHT STEEL CASE DESIGNED FOR BULK- 
HEAD MOUNTING. 


2/26/45 = A-270 
BAR, 45 ALT O 


cG- 24503 SP-1M 

SWITCH, PUSH BUTTON 

OFOT, MOHNENTARY CONTACT, ONE NORMALLY 
OPEN, ONE NOR¥ALLY CLOSEO. CONTACTS RA- 


TEO 30 AMPS 415 VOLTS. 


2726/45 CR=2943 CG2K-8694490 
MAR. 45 £°5728348-G2 


cHH- 24504 JT 

SwWtTCH, TOGGLE 

OPST, CONTACTS RATED 20 AMPS 250V, 1 HP, 
230¥ AC. 2 HP 250V OC. NORMALLY CLOSED. 


2/27/45 80421 CRVIW-53ITN6 
WAR. 45 CHANGE § 
-24505 st REI3A481 


SWITCH, PUSH BUTTON 
2POT, NORMALLY CLOSEO NON LOCKING, 


2427/45 CHAS2006 CRVIWe131338 
MAR. 46 CHANGE 0 


RESTRICTED 


NAVSHIPS 900,109 


cave | MAYA? | ANHTACTHANE 


3.24-26 
CEUTA feast asucnan vox | SAMARAS, HORT XA, | 


cra- 24506 st 
SWITCH, PUSH BUTTON 
SPDT, ONE” BREAK-MAKE, SINGLE CIRCUIT. 


2427745 = 1S-33 CRVIH-1518096 
MAR. 45 CHANG E 4 


cHH- 24507 SP-t6 

SWITCH, TOGGLE 

DPST, NORMALLY OPEN. CONTACTS RATED 1 
AMP. AT 250V OC, 3 AMPS. AT #25¥ DC. HE- 
TAL HANDLE WETH KEY WAY, 


2427745 20902-G2 CGSK-43 0704 P2 
MARe 45 20902-FG REY 8 


cCMu- 24508 sP-tm 

SWITCH, SENSITIVE 

SPST, NORMALLY CLOSED. CONTACTS RATED 10 
AMPS AT 325V AC 5 AMPS AT 250V DC. OPE- 
RATING PRESSURE - § OZ. PRESSURE OIFFE- 
RENTAL - 6 1/42 OZS. OVERTRAVEL - 1 1/16 
(nN. MOVEMENT OFFFERENTIAL - 0.010" TO 
0.050". 2 SCREW TERMINALS. 

2428/45 R-RL2T CMUS1O-32312 

MAR. 45 CG2M~8376878 REV 2 


com- 24509 SP-i® 

SWITCH, LEVER 

4POT, 4 NORMALLY. OPEN CONTACTS, 4 NOR- 
MALLY CLOSED. 3 POSITION SWITCH. LOCKING 
IN UPPER AND LOWER POSITIONS. CONTACTS 
RATED 10 AMPS. AT 1t10V AC. BREAK DOWN 
RATING CONTACTS TO GRD. 2000V AC. PLATED 
TO REStST CORROSION OF A SALT SEA 
Z/27045 SUMELAR TO 4101 CGSM-7470015 
MAR. 45 


epx- 24509 
ATHOSPHERE. 


cc- 24510 SP-4N 

SwWttCH, PUSH BUTTON 

SPOT, ONE NORMALLY OPEN CONTACT. ONE . 
HORMALLY CLOSED CONTACT. CONTACTS RATES 
3 AMPS AT 120 VOLTS OC. BLACK BUTTON. 


27277465 872920565 


CGsK-7895252 P2 
MAR. 46 a 


cc- 24511 SP-5K 

SWITCH, PUSH BUTTON 

SPOT. ONE NORMALLY OPEN CONTACT, ONE 
NOR™ALLY CLOSED CONTACT. CONTACTS RATED 
3 AMPS AT 110 VOLTS DC. RED SuTTOA. 


2727745 $72921566 
MAR. 45 


CG3K-7895232 PS 


cMU- 24512 sP-Im 
SWITCH, SERSSTIVE 
SPOT NORMALLY OPEN OPERATING PRESSURE - 
5 OZ. MAX. PRESSURE DIFFERENTIAL - 4 442 
02. OVERTRAVEL - 1/16". MOVEMENT 
OIFFERENTIAL - 0,050 MAX. POLES 
SEPARATED BY A PHENOLIC INSULATING 
PIECE. 

301045 © BZ-2RLT 
MAR. 45 MODIFIED 


CHUSTO+15695 


NAVSHIPS 900,109 


Class 24—Switches 


SI [rinse asioneo ror | WAFL RRM 


cc- 24513 SP-iM 

SWITCH (SWtTCHETTE) 

TWO CIRCUIT, ONE NORMALLY OPEN ONE 
NOR“ALLY CLOSED. .020" GAP. CONTACTS 
RATED $i5V. 10 AMPS. AS. 


*CGSM~7472714, REV 1 ; 
3/3/45 = CR-107@-ClU3S-F3  CGSK~7101672 
MAR. 45 . *SEE ABOVE 


cuu- 24514  so-4 

SWITCH, SENSITIVE 

SPOT, ROLLER PLUNGER ACTUATOR; MOVEMENT 
DIFFERENTIAL 0.0004 - 0.002 CONTACTS 
RATED 425V¥ 10 ANPS A.C5 250¥. 5 AMPS 
a.c. : 


347045 BZ-2RQ91 CRP328-5329 
MAR. 46 iss 2 


CNU- 24515 SP-1N 
SWITCH, SENSITIVE 

SPOT CONTACTS RATED 3 AMPS AT 340 VOLTS. 
OVERTRAVEL - 90° MOVEMENT DIFFERENTIAL - 
0.002" OR LESS. OPERATING PRESSURE - 8 
TO 12 OUNCES. PRESSURE DIFFERENT#AL - 4 
OUNCES MAX. 

347745 OP TYPE AR CG3K-7894968 
MAR. 45 


cHH- 24516 SP-IK 
SWITCH, PUSH BUTTON 
DPDT CONTACTS RATED 1 AMP AT 250 V AC, 
3 AMPS. AT 125V AC AMBSENT TEMPERATURE 
RANGE -40°C To 90°C. 


347745 3593E CG2K-545549 PI 
MAR. 45 REV I 


ce- 24517  SP-tH 

SWITCH, TOGGLE 

SPST NORMALLY OPEN. CONTACTS RATED 3 
AMPS AT 250 VOLTS, 3 AMPS. AT 125 VOLTS, 
METAL LEVER WITH KEYWAY OR SLOT (M TEP. 


398045 21379-F CGSK-445797P2 
BAR. 45 REV 9 


cc- 24518 SP-tH 

SWITCH, RANGE COMPENSATIOM 

CONSISTS OF 3 POTENTSOMETERS, NAVY TYPE 
-632995. ONE SYNCHRO GENERATOR MARK 5 
MOO 2, ONE RESESTOR -6329! AND 3 SWITCH- 
ES, TTPE -24337. — 


346445 CGrP-6633 
WAR. 45 - REV 2 


cBZ- 24519 so-7ms7n 

SWITCH, PUSHBUTTON 

WIPENG CONTACTS - ONE CONTACT NORMALLY 
OPEN, ONE CONTACT NORMALLY CLOSED. COK- 
TACTS RATED 1 AMP AT $15 VOLTS. TWO 
TWO BUTTONS - ONE BLACK, ONE RED. 


348745 X66-182 CRP:0UG-28-5070 
MAR. 45 REY 2 


cHH- 24520 ss 

SWITCH. TOGGLE 

DPST CONTACTS RATEO 3 AMPS AT 250¥. 6 
AMPS AT $25 VOLTS. SLOTTED TYPE LEVER. 
FMO TERHENALS ON BOTH ENDS OF SWITCH. 


379/45 81024-8 
MAR. 45 


ESA-676800-t5 
AUSSUE $7 


EOE 
RESTRICTED 


CHH- 24521 QGA 

SWITCH, PUSHBUTTON 

OPST NORMALLY OPEN. MOMENTARY CONTACT. 
SILVER PLATED CONTACTS RATED AT 6 AMPS, 
31S VOLTS. 60 CYCLES. PHENOLIC CASE. 


349745 810698 CBN:746-6A 
MAR. 45 ALT 0 


cuM- 24522 QGA 

SWITCH, SENSITIVE 

SPST, NORMALLY OPEN. 0.035 CONTACT SPAC- 
thG,. CONTACTS RATED 15 AMPS, 125V¥. 60 
CYCLES. SILVER CONTACTS. QPERATING PRES-~ 
SURE - 22 TO 28 OZS. PRESSURE OIFFEREN- 
TAAL + 20 TO 70% OF OPERATING PRESSURE. 
OVERTRAVEL - 7/329. CANCELLED 

379445 AGPN TYPE 2 CBM:746-449 
MAR. 45 TYPE "P" ACTUATOR ALT 1 


-24523 acs 
SWITCH, PUSH BUTTON 
OPST,- BOTH CONTACTS NORMALLY OPEN, ONE 
BREAK PER CIRCUIT, MOMENTARY CONTACT, 
CONTACTS RATED S AMPS AT 600 VOLTS AC 
MAX; S AMPS AT 250V OC MA. 
*CRV3K-643617 P? & 2 REV 6 


B/12745 CST23-20,CRVIK- CRV2W-303084 
MAR. 45 843617 P-1 & 2 P-i7) REV DQ * 


csz- 24524 ace 

SWITCH, SENSITIVE 

2 POLES, ONE NORMALLY OPEN, ONE NORMALLY 
CLOSED. ROLLER ARM OPERATED. OVERTRAVEL 
$5° WITH 5° CONTACT TRIP. CONTACTS 
RaTEDs £0 AMPS. 110¥ A.C. NORM, 27 AMP. 
(NRUSH: 5 AMPS, 220V AC NORM. 135-65 IN 
RUSH: 2.5 AMPS. 440V AC NORM. 7 AMPS tit- 
3412745 PLI-A SRV IW-SO63SESP- 
MAR. 45 162, REV 6 


is €sZ- 24524 
RUSH; 2 AMPS AT 5SSOV AC NORM. 5.5 AMP. 
ENRUSH; 43 AHPS. BISV OC; .15 ANPS. 2309 
ac. 


CG- 24525 O68 

SWITCH, PUSH BUTTON 

OPOT, ONE NORMALLY OPEN, ONE NORMALLY 
CLOSED. CONTACTS RATED 10 AMPS. AT 6O00V 
aC OR OC MAX. CONTINUOUS. 


3702745 CR-2945A200A CRVSW-306520 
MAR. 45 Pt05, REV 8 


CHH- 24526 oce 

SWHTCH, PUSH BUTTON 

OPOT SELF RETURN ~- OPEN AND CLOSE, ONE 
NOR*ALLY OPEN, ORE NORWALLY CLOSED, 
MOMERTARY CONTACT, CONTACTS RATEO = 40 
ARPS. AT 600V AC MAK. 


3412745 = B2 CRV¥SW-306520 
MAR. 45 P1d4, REV 8 


cuH- 24527 ce 

SWITCH, TOGGLE 

OP9T, NO OFF POSITION, NORHALLY CLOSED. 
CONTACTS RATED 3 AMPS AT 250 VOLTS. 


3712445 «=f81029 CRVSK-858038-P} 
BAR. 45 REV & 


SRAUHIATTU ck 


SHOEI [rest assionen rot | HAM ERAMIE, AAMAS 


CHH- 24528 Ssk-2 

SWITCH, TOGGLE 

OPST CONTACTS RATED 10 AMPS 250 VOLTS, 
15 AMPS. 125 VOLTS. 


378/45 #80602 K-889698-1 
HAR. 45 sus 0 


com- 24529 SR-2 

SWITCH, LEVER 

CONSISTS OF TWO PAIRS OF CONTACTS 
NOXMALLY OPEN WHEN LEVER ¢S @€N NEUTRAL 
CONTACTS RATED 10 AMPS, 310 VOLTS ACe 
LEVER (NONE POSITION NON-LOCKING, 
CLOSES ONE PAIR OF CONTACTS AND.4N OTHER 
POSETION, LOCKING, CLOSES SECOND PAIR OF 
3478745 #4101 CRV2P-718866-3 
MAR. 45 sus 6 


coM- 24529 
CONTACTS. 


coM- 24530 sR-2 

SWITCH, TURN TYPE 

6 POT LOCKING IN BOTH POSITIONS - CON- 
TACTS RATED 10 AMPS. 3110 VOLTS AC, 


378745 #6302 CRVIP-719849-2 
MAR. 45 sus 0 


CHH- 24531 SR-2 

SWtTCR, PUSHBUTTON 

SPST NORMALLY OPEN CONTACTS RATED 3 
AMPS. 250¥. 


348/45 3592K CRY 2K-686508-1 
MAR. 45 SUB. 2 


CHH- 24531-A SU 

SWITCH, PUSH BUTTON 

SPST. MOMENTARILY CLOSED, NORMALLY OPEN. 
CONTACTS RATED 3 AMPS AT 250 VOLTS. 
BLACK BUTTON, SAME AS -24551 EXCEPT FOR 
THE COLOR OF THE BUTTON, 


$/1/45 3592 K CRYSK-886508 PI 
JUN. 45 SUB. 2 


coM- 24532 SR-2 

SWITCH, LEVER 

DPST CONSISTS OF 2 S P BREAK PAIRS oF 
CONTACTS WON-LOCKING (N BOTH POSITIONS, 
LOCKING IN MED POSITION, ONE ONLY OPEN 
(N LEFT POSITION, OTHER ONLY OPEN IN 
RIGHT POSITION. CONTACTS RATED 10 AMPS 
140 VOLTS AC. 

349745 £6001 CRV:P=71 8846-8 
MAR. 45 sue 6 


CAE- 24533 cB 

SWITCH, TOGGLE 

DPST, NORMALLY OPEN. CONTACTS RATED: 16 
AMPS AT 125V DC, 10 AMPS. AT 250V Ac. 
BAT TYPE HANDLE, 


“3412445 = 7360K8 CRVSK-882015P-3 
MAR. 45 REY 2 


Class 24—Switches 


3.24-27 


BAA [rs assionto vor | oRATEMMHE, _| 


CHH- 24534 QBE-1 

SWITCH, TOGGLE 

OPOT CONTACTS RATED 1 AMP. AT 250 VOLTS, 
3 AWPS AT 125 VOLTS. BALL TYPE HANOLE. 
142" BUSHING. 


3713745 20905 Bode CBt3746-195 
MAR. 45 ALT 9 


CATK- 24535 -MaR 

SWITCH, MUDGET 

SPDT, 15 AMPS, 115V AC. OPERATING 
PRESSURE 6-9 OZ. MOVEMENT DIFFERENTEAL 
0.005-0-010". PRETRAVEL 1/32". OVER- 
TRAVEL 1732". 


3413/45 2MD4A-1A CRVSK-887825 
MAR. 45 REV 4 


cCOM- 24536 NAR 

SWITCH LEVER 

CONTACTS RATED 10 AMPS, J$tOV AC. 3 
POSITIONS, CENTER POSITION (CO) NEUTRAL, 
LOCKING #N ALL 3 POSITIONS. LOWER 
POSITION (1) CONS*STS OF 2 BANKS OF CON- 
TACTS: CONFACT SRRANGENENT?: ON LEFT, 

3 SP MAKE: ON REGHT 3 2 SP MAKE AND 
3414745 4203 CRVSP-719699-1 
MAR. 45 REY 3 


con- 24536 
( SPOT, UPPER POSITION (2) HAS LOCKING 
ACTION ONLY. WO CONTACTS. 


CHH- 24537 QeE-3b 

SWITCH, PUSHBUTTON 

SPOT CONTACTS RATED 1 AMP AT 250 VOLTS, 
3 AMPS. AT £25 VOLTS. SILVER-PLATED CON- 
TACTS. SOLDERED LUG TERMINALS. 


. 
3413745 80710 CBM:746-159 
MAR. 45 ALT 1 


CHH- 24538 WK 3 MOD 263 

SWETCH ASSEMBLY ROTARY TOGGLE 

CONSISTS OF 2 RAVY TYPE ~24079 OPOT 
SWITCHES ON SPECIAL MOUNTIWG WHICH PRO- 
VIDE A 4PDT SWITCH WtTH CONTACTS RATED 6 
AMPS AT 125 VOLTS. ROTARY TYPE CONTROL. 


3713745 1570 SPECHAL 
MAR. 45 


CHrBL-34166 
ISSUE 2 


cMU- 24539 so-3 

SWITCH, SENSITIVE 

SPST NORMALLY CLOSED, PANEL MOUNT. OVER- 
TRAVEL - 7/32" MOVEMENT DIFFERENTIAL = 
UNDER 0.0005". OPERATING PRESSURE - 7 TO 
9 OZS. PRESSURE DIFFERENTIAL - 1 10 

3 02s. 


3713045) wz-ROF CRVSK~874468 
MAR. 45 REV O 


CHH- 24540 SL-A 
SwitCH, TOGGLE 

OPST CONTACTS RATED: 3 AMPS. AT 250 
VOLTS, 6 AMPS. AT 125 VOLTS. BALL TYPE 
HANDLE. BUSHING 35732" OFA -3S2THD. 374" 
LENGTH. 


34713445 84024-U 
MAR. 45 


CW SESA~676600- 
27, @SSUE 41 


CHH- 245414 sL 

SWETCH. PUSH BUTTON 

GOPST, NORMALLY OPEN, MOMENTARY CONTACT. 
CONTACTS ‘RATED 3 AMPS AT 250 VOLTS, 6 
AMPS AT 125 VOLTS. 9/16" BUSHING. 


3/13/45 81084-D0 CWSESA-676800- 
MAR. 45 34, «SSUE 41 


CHH- 24542 SL-a 

SWITCH, TOSGLE 

OPOT CONTACTS RATEO: 3 AMPS AT 250 VOLTS, 
6 AMPS AT $25 VOLTS. BALL TYPE HANDLE. 
13732" BUSHING. TERMINALS EMERGE FROM 
ENDS. SAME AS *24228 EXCEPT FOR BEING 
SELF RESTORING TO SIDE OPPOSITE INBEX 
SLOT RATHER THAN TO THE #nOEX SLOT. 
3414/45 81057-E8 CwsESA-676800- 
MAR. 45 69, ISSUE 41 


cou- 24543 MAR 

SWITCH, LEVER 

CONTACTS RATED 10 AMPS, 110V AC. 2 
POSITIONS, BOTH LOCKING. LOWER POSITION 
C1) HAS 2 BANKS OF CONTACTS; CONTACT 
ARRANGEMENT: ON LEFT, ISP MAKE, AND 1 
SPOT: ON RIGHT, 1 SPOT. UPPER POSITION 
(2) HAS LOCKING ACTSON ONLY; NO CONTACTS. 
3414445 4202 CRVS°+719699-3 
MAR. 45 REV 3 


cOM- 24544 war 

SWITCH, LEVER: 

CONTACTS RATED 10 AMPS, 1H0V AC. TWO 
POSITIONS, BOTH LOCKING LOWER POSITION 
(192 SPOT CONTACTS ON LEFT SIDE NOWE ON 
RIGHT. UPPER POSITION (2) CONSISTS OF 2 
BANKS OF CONTACTS; CONTACT ARRANGEMENT? 
ON LEFT, 1 SP MAKE; ON RIGHT 1 SP MAKE, 
3/14/45 4202 CRVIP=719699-2 
MAR. 45 REV 3 


caY- 24545 Ter-6 

SWITCH, OISCONNECT: 

3 PST CONTACTS RATED 60 AMPS, POWER 
SUPPLY 440/3/60. SWITCH ENTERLOCKS WITH 
CABLNET D00R. 


RCAYS8-A-4686 LINE 1 REV 8 CAY:35-J-705 
Pp 4 

3/14/45 $#1240604-8 
HAR. 45 


WSEE ABOVE 


cw-24546 — SL-A 

SWITCH, LEAF: 

SPST, NORMALLY OPEN. CONTACTS RATED 0.6 
AMPS AT 50 VOLTS CADMtUNM CONTACTS. 


3/15/45 CW2B0-13361-1 
MAR. 45 'S$s. 3 


cHH- 24547 sp 

SWIICH, TOGGLE: 

DPDT CONTACTS RATEO 10 AMPS AT 125 VOLTS 
S AMPS AT 250 VOLTS. FLUSH TUMBLER TYPE 
SWITCH WITH 1” PORCELAIN BASE. NON-IN- 
DICATING. 


3/15/45 8660 
HAR. 45 


CATALOG 


caWa- 24548 Tce 

SWITCH, KNIFE? 

OPST CONTACTS RATED 125 VOLTS AT 60 AMPS, 
UNFUSED REAR CONNECTED. 


MCAY-3IJ-bEG/PITGE/REV 4 CAWA-2641,2644 
3/19/45 9S~43089L 
APR. 45 FSEE ABOVE 


SHANA TU 
RESTRICTED 


DATE 


“RUAN | SONIA | 


NAVSHIPS 900,109 


3.24-28 


RSM ARKIN 


aN FIRST ASSIGNED 


CAWAe 24549 TBK-9 

SWITCH, KNIFE: 

OP-ST CONTACTS RATED 250 VOLTS, 50 AMPS 
UNFUSED, REAR CONNECTED. 


SCAWA-2641,2644, CAY-24-J-933 IT 21 
3/19/45 9S-41159L 
APR, 48 *SEE ABOVE 


Cawas 24550 Tak-9,13 

SWITCH, KNIFE: 

OP-ST CONTACTS RATED 250 VOLTS, 60 AMPS 
UNFUSED, REAR CONNECTED. 


#CAWA+2641,2644 CAY=335-408 P-24 REV 23 
3/19/45 9S-41165b 
APR, 45 SEE ABOVE 


CYyD- 24551 eN 

SWITCH IHTERLOCKS 

MALE, CONTACTS RATED tO AMPS 128V, 5 
AMPS 250V DOOR TYPE SWITCH. 


CANCELLED 


* CRV:K=860597/P2/REV 4 
3/20/45 46008 CFN-300159-1 
APR, 45 REV, 3 


cHH- 24552 VF 

SELECTOR SWITCH ASSEMBLY: 

24 POLE. 5 ACTIVE POSITIONS EACH POLE, 
ONE OFF POSITION EACH POLE. BRASS, 
SILVER~PLATED CONTACTS RATED 5 AMPS AT 
125V OC OR 10 AMPS AT 125V AC. SWITCH IS 
SNAP+ACTION ROTARY. 


3/21/45 2400 CRP-28-5139 
APR. 45 


caE- 24553 SA 

SWITCH TOGGLES 

OPOT CONTACTS RATED 3 AMPS. 250 VOLTS. 
6.ANPS AT $25 VOLTS, BALL TYPE HANDLE, 
BUSHING - 15/32". 


3/2/45 8373 CRV3K-876133 PI 
APR. 45 Rev | 


CHH- 24554 SA 

SwWtTCH, TOGGLES: 

TUMBLER-TYPE TOGGLE. DPST REAR CONNECT~- 
ED. CONTACTS RATED 10 AmPS AT 125 VOLTS 
AC OR OC. RECTANGULAR BLACK COMPOSITION 
HANOLE. 7 


3/21/45 3986 CRV:K-860380 PI 
APR. 45 REV 1 


CHH- 24555 sa-3 

SWITCH, TOGGLE: 

TUMBLER TYPE TOGGLE SWITCH. DPST NOR- 
MALLY OPEN. CONTACT RATINGS: 30 AMPS AT 
250 VOLTS AC OR DC. BAT TYPE HANOLE. 
BAKELITE BASE. METAL PARTS TO WITHSTAND 
200 HRS. 20% SALT SPRAY TEST. 


3/21/45 4272 CRV3K-B77778 
APR, 45 _. REV & 


CaE- 24556 sa-3 

SWITCH, TOSGLE: 

4POT NORMALLY CLOSED. CONTACTS RATED 1 
AMP AT 250V OC, 3 AMPS AT 125V OC. BAT 
TYPE HANDLE. WITHSTANDS 200 HR. 20% 
SALT SPRAY TEST. 


3/20/45 8885 CRVEK-883099 PE 
APR. 45 REV 2 


NAVSHIPS 900,109 


Closs 24—Switches 
sis LOATH 


comM- 24557 sa 

SWITCH, LEVERS 

CONSISTS OF 4 SECTIONS 2 OF WHICH ARE 
SPST ANO TWO OF WHICH ARE OPOT, ALL 4 
LOCKING. CONTACTS RATEDS 2 AMPS AT I10V 
DC, 10 AMPS AT IIOV AC. 


3/22/45 CRVSM=415987/P15 


APR. 45 REV 1S 


coM- 24558 sa 

SWITCH, LEVER: 

CONSISTS OF 4 SECTIONS, 2 OF WHICH ARE 
SPST AND TwO OF WHICH ARE OPOT ALL 4 
LOCKING. CONTACTS RATED: 2 ARPS AT tIOV 
OC, 10 AMPS AT ITO0¥ AC. SAME AS -26557 
EXCEPT FOR LOCATION OF SECTIONS. 


3/22/45 CRV2mM-415987/P14 


APR, 45° REV 14 


CAE= 24559 Nxsr-79991 
DISCONNECT SWITCH: 
OPST FUSSO. MANUALLY OPERATED. CONTACTS 
RATED 250 VOLTS, 70 AMPS. CONTINUOUS 
DUTY. 50°C AMBIENT CLASS A tNSULATION 
WiITH ORLP PROOF INSULATION. 

CANCELLED 


3/22/45 4109H9 CAE-998-1-6M1 
APR. 45 PL¥ 611-1002 alt Oo 


cacE- 24560 fez 

SWITCH, TOGGLE: 

SPST NORMALLY OPEN, NON=LOCKING IN *ON® 
POSITION. CONTACTS RATED 20 AMPS AT 24 
VOLTS OC. BAT. TYPE HANOLE. 11/32" BUSH- 
ING. ABLE TO WITHSTAND 100 HR. SALT 
SPRAY TEST, 


3/24/45 8817K2 COL-2601100 00 
APR. 45 REV 09805 


CAE~ 24561 BN-1 
SWITCH, TOSGLE: 
SPST, RATEO 3 AMPS. 250 VOLTS. 


3/24/45 8908 CFN-300270-1 
APR. 46 REV 3 


cG- 24562 BN-1 

SWITCH, PUSH BUTTON: 

SPST, NORMALLY CLOSED CONTACTS RATED 3 
AMPS, 125 VOLTS. 


3/24/45 GAI3AI CFN-300161-1 
APR. 45 REV 2 


CG- 24563 TelZ-1 
SWITCH, PUSH BUTTON: 


SPST NORMALLY OPEN CONTACTS RATEO 3 AMPS 


AT 125V AC, 1/2 AMP AT 125V OC, BLACK 


NICKEL FINISH ON NOZZLE, SHAFT AND NUTS. 


WILL WITHSTAND 200 HR. SALT SPRAY TEST. 


3/24/45 IGA-19A44 COL-265000300 
APR. 45 REV 07545 


con-24564 cz 

SWITCH, LEVER: 

CONSIST OF SSPST NORMALLY CLOSED BREAK 
SWITCHES ANO ONE SPOT NORMALLY CLOSED 


BREAK BEFORE MAKE SWITCH. CONTACTS RATED 


10 AMPS AT 125V AC. LOCKING IN POS. O 
AND POS. | WO THROW IN POS. 2. 


3/26/45 4101 COL-AC 1024 
APR. 45 


RESTRICTED 


mF A 


SHANE RE, Finst assigne FoR | WAS ARAKHG, 


Cae- 24565 rez-t 

SWITCH, TOGGLE: 

3POT, NORMALLY CLOSED, CONTACTS RATED 
10 AMPS AT 250¥ AC. BALL TYPE HANDLE. 
45/32" BUSHING. 


3/26/45 8660 COL -260000800 
APR. 45 REV. 0 


coM- 24566 t[cz-! 

SWITCH, LEVER: 

CONSISTS OF 6S?ST NORMALLY CLOSED BREAK 
SwWtTCHES AND 3S3POT NORMALLY CLOSED BREAK 
BEFORE MAKE SWITCHES. CONTACTS RATED $0 
AMPS AT 125V AC. LOCKING IN POS. O AND 
POS. 1, MO THROW FOR POS. 2. 


3/26/45 4101 COL+5020210004 
APR. 45 REV 3 


CHH- 24567 Tez 

SWITCH, TOGGLES 

SPST, NORMALLY OPEN. CONTACTS RATED 3 
AMP AT 250 VOLTS, 3 AMPS AT 125 VOLTS. 
BAT TYPE HANDLE. 15/32" BUSHING. 


3/26/45 20994-ET COL=266101000 
APR. 45 Rev | 


CHH- 24568 MAR 
SWITCH, ROTARY: 
SPST, RATED 1 AMP, 250V; 3 AMPS, 125¥. 


3/26/45 1861 CRY K-888158-1 
APR. 45 REV. I 


CGG- 24569 tcz 

SWITCH SENSITIVEs 

SPST. ONE NORMALLY CLOSED CONTACT, LEAF 
TYPE ACTUATOR. LEAKAGE CURRENT NOT TO 
EXCEED 50 MA WITH 28 VOLTS SUPPLIED BE- 
TWEEN ANY TWO CONTACTS OR BETWEEN CON- 
TACTS AND GROUND. TO WITHSTAND 200 HR. 
SALT SPRAY TEST. 

3/27/45 CXA-1040 COL-985A-3 
APR. 45 REV 07456 


cGE- 24570 Tez 

SWITCH, SENSITIVE: 

SPST, NORMALLY OPEN CONTACT LEAF. LEAK- 
AGE CURRENT NOT TO EXCEED SO MA WITH 28 
VOLTS SUPPLIED BETWEEN ANY TwO CONTACTS 
OR BETWEEN CONTACTS 4ND GROUND. TO WITH 
STAND 200 HR. SALT SPRAY TEST. ROLLER 
LEAF TYPE ACTUATOR. 

3/27/45 CxA-825 COL-9B81A-2 
APR. 45 ACTUATOR CX596 REV 08375 


cce- 24571 rez 

SWITCH, SENSITIVES 

SPST ONE NORMALLY OPEN CONTACT LEAF. 
LEAKAGE CURRENT NOT TO EXCEED 50 MA WETH 
28 VOLTS SUPPLIED SETWEEN ANY 2 CONTACTS 
OR BETWEEN CONTACTS AND GROUND. TO whit 
STAND 200 HR. SALT SPRAY TEST ROLLER 
LEAF TYPE ACTUATOR. 

3/27/48 Cxa-838 COL-1048A-4 
APR. 45 ACTUATOR CX596 REV 05597 


cce- 24572 Tez 
SWITCH, SENSITIVES 
CONSISTS OF 3P, ONE SPOT, ONE SPST NOR- 
MALLY OPEN, AND ONE SPST NORMALLY CLOSED 
LEAKAGE CURRENT NOT TO EXCEED SO ma 
WITW 28 VOLTS SUPPLIED BETWEEN ANY TWO 
CONTACTS OR BETWEEN ANY CONTACTS AND 
GROUND AFTER 200 HR. SALT SPRAY TEST. 
3/27/45 Cxa-931 COL-11363~-4 
APR. 45 ACTUATOR CX-596 REVe 4 


Class 24—Switches 


OEE AERIS, AAPA, 


GE 24572 
OPEN CERCUITS HAVE MIN. CLEARANCE ,01S* 
CLOSED CIRCUITS HAVE MIN, OVERTRAVEL OF 
2045". ROLLER LEAF ACTUATOR. 


cGE- 245735. rez 

SWITCH, SENSITIVES 

SPOT, SPRING-LIKE SNAP ACTUATOR. .006/ 

003) OVERFRAVEL 5/64 TRIP POINT. LEAKe 

AGE CURRENT NOT TC EXCEED $0 MA WITH 28 
VOLTS APPLIED BETWEEN ANY TWO CONTACTS 

OR BETWEEN CONTACTS AND GROUND. TO WITH 
STAND 200 HR. SALT SPRAY TEST. 

3/27/45 CXA-1043 COL-15578-8 

APR, 45 ACTUATOR CX-432 - REV 09820 


caE- 24574 DAQ 

SWITCH, TOGGLE: 

SPST, CONTACTS RATED 20 AMPS, 280V BAT 
TYPE HANDLE. 


3/28/45 7403 CFTSNCP 40-17 
APR, 45 iss. a 


com- 24575 sr-2 

SWITCH, LEVER? 

CONSISTS OF 4 SPOT NORMALLY OPEN SWITCHES 
AND ONE SPOT NORMALLY CLOSED SWITCH. 
LOCKING §N ONE POSITION AND NON-LOCKING 
UN OTHER. CONTACTS RATED 10 AMPS, 110 
VOLIS AC. 


3/28/45 4101 CRVSP-78 8846-5 
APR, 45 sus 6 


cw» 24576 TON SERIES 

SWITCH, KEVING? 

4POT, ONE BREAK PER CIRCUIT. CONTACTS 
RATED 0.5 AMPS NON-SNOUCTIVE AT SOV OC, 
0.4 AMPS INDUCTIVE AT SOV OC. 


*#cwra-tt4950 ISS 9 
3/30/45 $392-A 
APR, 45 


CAY34-7407454 
Pt REV 3 * 


cu 24577 PM 

SWITCH PUSH BUTTON: 

4PST, RATED 1 AMP AT 48¥ OC NONTHAL AND 
56V DC MAK, TWO SECTIONS, EACH HAVING 

2 MOMENTARY MAKE CONTACTS, MOLSTURE RE- 
SISTANT WITH TRANSPARENT LACQUER FINISH- 
ED GRASS FRAME. 


3/30/45 D-161905R 
APR. 45 


BA-106891 


com- 24578 su 

SWITCH LEVER: 

CONTACTS RATED S AMPS AT TIOV AC, NON- 
(INDUCTIVE, 1/8" OLA. FINE SILVER CON- 
TACT ARRANGEMENTS LOWER POSITION NON} 
LOCKING WITH 2 SP BREAK ON LEFT, 2 SPOT 
ON RIGHT; CENTER POSITION NEUTRAL LOCK- 
ING; UPPER POSITION LOCKING WITH 2 SP 


4/2/45 0-42 CB-746-447 
APR, 45 ALY oO 
com- 24578 


BREAK ON LEFT AND 2 SPOT ON RIGHT. 


com- 24579 su 

SWITCH, TURN: 

SPOT. CONTACTS RATED 3 AMPS AT 110V AC, 
BOTH CONTACTS CLOSED IN NEUTRAL POSITION 
ONE CONTACT REMAIN CLOSED AND THE OTHER 
OPEN KHEN SWITCH IS ROTATED IN ONE DIR- 
ECTION; CLOSED CONTACT OPENS AND OPEN 
ONE CLOSES WHEN SWITCH IS ROTATED IN 
4/2/45 0+44T COM CATALOG 
APR. 45 MODIFIED 


com- 24579 
OTHER DIRECTION. 


cuUM- 24580 S0-7H, 7N 

SWITCH, SENSITIVES 

SPOT CONTACTS RATED 15 AMPS AT 125 VOLTS. 
OPERATING PRESSURE ~3 -5 OUNCES; PRESSURE 
OFFFERENTIAL -20 TO 70% OF OPERATING 
PRESSURE; OVERTRAVEL ~7/16%; MOVEMENT 
DIFFERENTIAL -0,015 -0.025" PRETRAVEL 
“1/16 =3/16". 

4/2445 7-assdY CRP3UZB<5115 
APR. 45 REV. O 


CuU- 24581 WEA 

SWITCH, PUSH BUTTON: 

SPOT CONTACTS 10 AMPS, 125V, 5 ANPS. 
250V,.3 AMPS. 460V¥. 0.036 GAP. 


4/3/45  BZ¥-SRNS CBM-746-223 
APR. 45 rvs a 


CawP> 24582 MK 20 HOD 1 

SWITCH, MERCURY: 

SPST, TWO ELECTRODES & A QUANTITY OF 
MERCURY HERMETICALLY SEALED IN GLASS 
TUBE, BY TILTING SWITCH MERCURY FLOWS 
TO CONTACT END AND C#RCUIT IS CLOSED 
CONTACT RATED 4 AMPS LI5V OR 2 AMPS 250V 
AC OR DC, EQUIPPED WITH 2 LIGHT WIRE 
4/4/45 FIG 9-61R NO. 120 

APR. 45 tss. 4 


cauP~ 24582 
LEADS #16 WITH #8 RING TYPE TERMINALS. 


CW- 24583  SL,SL-1.Sk-a 

SWITCH ASSEMBLY: 

SPST, NORMALLY OPEN. PALLAG(UM CONTACTS 
RATED 0.6 AMPS AT 50 VOLTS. 


4/4/45 CWSES689535~-1 
APR, 45 (ss. 7 


cre- 24584 vF 
SWITCH, ROTARY: 
TOGGLE SWITCH PLUS ROTARY CONTROL, DPST 
NORMALLY OPEN CONTACTS RATED 20 AMPS AT 
250 VOLTS. 3/8-32 BUSHING 1/2" LONG, 
ROUND SHAFT 3/8" LONG. MUST STANO 200 
UR. SALT SPRAY TEST, CONSISTS OF CHH 
TYPE 80421 WAVY TYPE -24504, MOOIFIEO 
4/4/45 80421-1135 CRPIU2Z3-5128 G 
APR, 45 sug 


part EHO AE RUE 


DATE 


SAETHOES ANITA 
RESTRICTED 


3.24-29 


A FIRST AssiGNeD FoR | cNAMTCRAYING, 


cre- 24584 
FOR BOTTLE ACTION BY CRP. 


CHH- 24585 VF 

SwiTCH, PUSH BUTTON: 

OPST, NORMALLY OPEN CONTACTS RATED 3 
AMPS, 125V. 1 AHP. 250V. ACTUATING 
PRESSURE -5 LES NOMINAL. WITHSTANOS 200 
HR SALT SPRAY TEST. 


4/4/45 809130 CRP3L28-5127 
APR, 45 sue 4 


cem- 24586 WFA 

SWITCH, PUSH BUTTON: 

SPST. NORMALLY CLOSED. SIMILAR TO 
CAE+24164 EXCEPT 2 CIRCUIT PUSH SUTTON 
ELEMENT $$ USED INSTEAD OF A SINGLE 
CHRCUIT ELEMENT. NAME PLATE READS. 
"BRAKE RELEASE". 


4/4/45 C8M-S2EAC 
APR, 45 


CBM-521X 


CON- 24587 WFA 

SWITCH, LEVER: 

OPDT CONTACTS RATED 5 AMPS. 110 VOLTS 
AC. NON-INDUCTIVE LOAD 1/8" DIAMETER 
FINE SILVER, TWO POSITIONS, BOTH LOCK- 
ING LEFT AND RIGHT BUILD-UPS EACH SPOT, 


4/5/45 0-42 CBM-746-571 
APR. 45 aur oO 


CHH- 24588 WFA 

SWITCH, PUSH BUTTON: 

DOUBLE ACTION TYPE DPOT WITH SOLDER 
LUGS. SILVER PLATED CONTACTS RATED AT 
6 AMPS 125V AC, BLOCK BUTTON AND BLACK 
NICKEL TRIM, 9/16" BUSHING. 


4/5/45 Bi TI7C C8M~746-551 2 
APR. 45 ALT 2 


CHH- 24589 WEA 

SWITCH ASSEMBLY, DUAL 

(SPECIAL): CouSiSTS OF 1 OPOT PUSH 
BUTTON SWITCH AND | O70T TOGGLE SWITCH. 
SILVER PLATED CONTACTS OF BOTH RATEO 6 
AYPS AT 1257 AC. SHAFT TO ROTATE 30° 
BETWEEN “ON" ANO "OFF™ POSITIONS. 


4/5/45 1569-N CBM-746-552 
APR, 45 ALT 4 


CHH- 24590 WFA 

SwWiTCH, PUSH BUTTON: 

OPBT MOMENTARY CONTACT. CONTACTS RATED 
6 AMPS AT 125V AC. SOLDER LUGS 1/2" 
BUSHING. BLACK BUTTON AND BLACK NICKEL 
TRIM. 


4/6/45 81087 CBM-746+2A 
APR. 45 alr o 


caé- 24591 
SHITCH TOSGLE? 
SPST RATED 3 AMPS AT 250V, 6 AMPS AT 
125V 11/32" BUSHING, SAME AS -243521 
EXCEPT FOR LENGTH OF BUSHING. 


AN/CPN-6 


4/9/45 6381 CGG-40K103602 
APR, 45 iss. F 


oaTe MARTE | RANIACTI | 


NAVSHIPS 900,109 


3.24-30 


veASh ATION 


FIRST ASSIGNED FOR | NAYS BEAMING, 


csz- 24592 ree 

CONTROL STATION SWITCH? 

2 BUTTON HORIZONTAL MOUNTING SWITCH 3 
POLE, DOUSLE THROW CONTACT RATING 600¥ 
AG AND OC. 


2165-01 
REV. O 


4/2/45 #B30sYMB0L 5 
APR, 45 BULLETIN 9001 


cyv- 24593 TEs 

SWITCH, PLATE: 

KNIFE SWITCH SPOT, CONTACTS RATED 100 
AMPS 250V. 


4/2/45 PH19A-4 19A-A- 
APR. 45 
CAE- 24594 ANn/CPN-6 


SWITCH, PUSH BUTTON: 

DPST RATED 20 AMPS AT 125V, "BLACK* 
BUTTON (N AWD "RED" BUTTON OUT NORMALLY 
MASING CONTACT. 


4/9/45 795581 C66 -408100892 
apr. 45 Iss. B 


CAE- 24595 An/cPn-6 

SWITCH, PUSH SUTTON: 

OPOT RATED 20 AMPS AT 125V "REO" BUTTON 
YN FOR NORMAL TRANSMIT POSITION AND 
BLACK" BUTTON IN FOR NORMAL MODULATING 
POSITION. 


’ 


4/9/45 -7955H1 CGG-408100903 
APR, 45 (ss. 6 
PAE- 24596 AN/CPN-6 


SRITCH, PUSH BUTTON: 
OPOT RATED 10 AMPS AT 125V. 3 BUTTONS 
“PANUAL™ ANDO "AUTG™ ARE SLACK, "OFF™ IS 
RED. NORMALLY OPERATING "AUTO" 3S IN 
"MHANUAL™ ANO "GFF" ARE OUT, 


© 4/9/55 7900H7 CGG-400100902 
ApR, 45 Iss. 8 
CAE- 24597 AN/CPN-6 


SalTCh, PUSH BUTTON: 

SPST CKITH JUMPING) RATSO 10 AMPS AT 
V25V. NORMALLY OPEN. FLUSH T¥PE MOUNT- 
ING. 


4/3/45 8870 KOD C55 +408100805 
apa, 45 1$s. 6 . 
Cat- 24598 an/CPn-6 


SaltTCH, INTERLOCK;: 
SPST RATED 12 AMPS AT 125V. 


4/9/45  8655K 
APR. 45 


CGG~-408100904 


CHH- 24599 Oax 

Sait, TOsSLE: 

OFST CONTACTS ATED 3 AMPS AT 125 VOLTS 
BAT HAUILES 21/32" BUSHING. SIMELAR TO 
*24507 EXCEPT FOR HANDLE, 


4/9/85 
APR, 45 


20902 FG CQUSSKETCH 


SARI, 


ASSIGNED 
t33UED 


[oars MANHEAETHOER'S | MANUCACTRATES, 


Class 24—Switches 


FIRST ASSIGNED FOR re ryert 


DENCRATION 


cHH- 24600 8f 

SWITCH, TOGGLE 

DPST,NORMALLY OPEN. CONTACTS RATED 12 
AMPS. AT 125V OC. BAT TYPE HANDLE, 
3/a"-32 KIG. STUD SLOTTED. 


4/10/45 8060080 
APR. 45 


CQJSSKETCH 


ce- 24601 sc 

ROTARY SWITCH, FILAMENT 

5 POSITIONS. bt CONTACTS. CONTACT 44 
RatcD | AMP TISV AC; CONTACT 43, 4, 5, 

6 RATED 1.2 AMPS 115V ACS CONTACT #7 
RATED 4.6 AMPS BtSV AC; CONTACT 49, 60, 
It RATEO 5S AMPS, J4SV aCs CONTACT #2 AND 
8 BLANK. CONTACTS TO BREAK SEFORE MAKE, 
4/10/45 6202394G1 CGem-7465675 Pt 
APR. 45 (HMODIFIEO) 


co- 24602 Sc-4 

SWITCH, TOGGLE 

DPST CONTACTS RATED 30 AMPS, 250 VOLTS 
OR 60 AMPS 125 VOLTS, OPEN TYPE TUMBLER 
SWITCH - KNIFE BLADE TYPE, 


4/14/45 218930 CG3M-7460849 P2 
APR. 45 REV} 


CHH- 24603. Sc-4 

SWITCH ASSEMBLY? 

CONSISTS OF TWO TOGGLE SWITCHES TYPES 
*24528 AND -24139 MOUNTED (N TANDEM ANO 
ARRANGED FOR ROTARY ACTION. 


4/11/45 80602820905 CGM-7471782 
APR. 45 REV 2 


coM- 24604 sc-4 

SWITCH LEVERS 

CONSISTS OF 6SP MAKE CONTACTS. THREE 
POSITIONS -POSITION #O NEUTRAL. POSITIOR 
#1 1 SPST ON THE LEFT, 1 OPST ON THE 
RiGnTt NON*LOCKING NORMALLY OPEN. POS(T- 
(ON £2 +1SPST ON THE LEFT, FOPST ON THE 
RIGHT, NORVALLY OPEN, LOCKING. CONTACTS 
4/12/45 410% CSERVESD CG:M=7470005 
APR. 45 . REV. 3 % 


con- 24604 
RATED 10 AMPS AT 110V AC. 


cc- 24605 sc-a 

SWITCH, TOSGLE: 

OPST CONTACTS RATED 30 AMPS AT 125 VOLTS 
SIMILAR TO +24052 WITH CONTACTS REVERSED 
FOR TRIPLE OPERATION. 


4/12/45 286652 
APR. 45 


CG3M-7465200 
P2 REV 3 


cOM- 24606 sc-4 

SWITCH, LEVER: 

CONSISTS OF 4 BA%KS OF CONTACTS ~3PST 

OG UPPER RIGHT 3PST ON LOWER RIGHT, 

2PST ON UPPER LEFT 4PST LOWER LEFT - ALL 
CONTACTS NORMALLY OPEN. THREE POSITIONS 

ALL LOCKING, CONTACTS RATED 10 AMPS 110 

VOLTS AC. 


4/12/45 419) CSERIES) CGs™-$53508 


CAE- 24607 Tcs-15 

SWITCH, PUSH BUTTON: 

NORMALLY OPEN INTERLOCK SWITCH, MOMENTA- 
RY CONTACT. CONTACTS RATED 3 AMPS, 
200V, AND 6 AMPS, 125¥. 


4/12/45 B91EKI4 CKP3SW-1OIGAK~-A 


APR. 45 


cyp- 24608 Tes-8 

SWITCH, PUSH BUTTON 

SPST, NORMALLY OPEN, ONE MAKE AND ONE 
BREAK PER CIRCUIT. CONTACTS RATED 10 
AMPS AT 125 VOLTS, 5 AMPS. AT 250 VOLTS. 


4/13/45 5501 CRV2K%-854949 P2 
MAY 45 REV 2 


crym- 24609 Tes-8 

SWITCH. PUSH BUTTON 

SPST, NORMALLY OPEN, LOCKING TYPE. CON- 
TaCTS RaTE® 1/2 AMP. AT 30 VOLTS OC. St- 
MILAR TO -24047 EXCEPT LATTER tS NON- 
LOCKING. 


4713745 2008 L CRVSK-850856 Pi 
MAY 45 REV 6 


com- 24619 sc-s 

SwWtTCH. LEVER 

CONSISTS OF 4 BANKS OF CONTACTS - 2PST 
ON UPPER LEFT, 3PST ON UPPER RIGHT, SPST 
ON LOWER LEFT ANO SPST ON LOWER RIGHT. 
THREE POSITIONS, NORMALLY OPEN. CONTACTS 
RATED 10 AMPS. AT 110 VOLTS. ALL POSI- 
TIONS LOCKING. 

4/17/45 4102 SERIES CG3M-498N71 


MAY 45 REY O 
t 


cGT- 24614 SC-3 

SWITCH, LEVER 

OPST, NORMALLY CLOSED. CONTACTS RATED 30 
AMPS, AT 600 VOLTS OC. 7 1/2 HP. 30 AMPS 
230V AC 2 HP; 30 AMPS. 250V OC 5 HP. 


#CGIK-7111695 REV I 
4/t7/45 72261 
MAY 45 


CG:K-7881360 
REV O * 


COM- 24612 SP-1M 

SWtTCH, LEVER 

FGPST, NORMALLY OPEN. FOUR SECTIONS. 
EACH SECTION 4PST, THO POSITIONS. CON- 
TACTS RATED 10 AMPS. 110 VOLTS AC EACH 
POLE. 


4/07/45 4b OV-XUBA 
MAY 45 


CGs41O1-FBXA 


CHH- 24613 Qcr 

S¥LTCH ASSEMBLY. ROTARY 

CONSISTS OF 2 TOGGLE SWITCHES MOUNTED 
FOR ROTARY OPERATION, EACH SWITCH (CHK 
TYPE 83012 AC) §S OPIT wits SILVER CON- 
TACTS RATED 3 AMPS AY 250 VOLTS. WIPING 
ACTION. 


4/18/45 21490 AP CBN2746-15A 
MAY 45 “ALT O 


CaE- 24614 ocr 

SWITCH, PUSH BUTTON 

SPST, NORYALLY OPER, CONTACTS RATED 10 
ASPS, FAKE, 2.5 Av 3. BREAK AT S00 VOLTS 
ACL O+4 AMPS. FAKE OR BREAK aT 345 VOLTS 
OC. AMBIENT TEMPERATURE 40°C OR 50°C. 


4419/65 631-186 CO4:746-25 


NAVSHIPS 900,109 


APR. 45 REv. 0 ASSIGNED MAY 45 z Aut oO 
ee ee ISSUED | im .. Sts . 
pare | MARMGSSTHSRT? | HANES TRE care [MRNAS] AAT | 
RESTRICTED 


| 
| 
| 
| 
| 
| 
| 
| 
| 
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DeatNATiOn FIRST ASSIGNED FoR | HAYS BBAWING | 


CHH- 24615 Hac 

SWtTCH, PUSH BUTTON 

2 CIRCUITS, NORMALLY OPEN, ONE NORYALLY 
CLOSED. CONTACTS RATEO 30 AMPS, 375¥ DC; 
30 AMPS. SOOV AC. 


(CBM TYPE 609-17) 


4/20/45 2110 CBM3746°7 
MAY 45 ALT O 


CATK-24616 WEA 

SWITCH, KNIFE 

SPOT, RETURN ACTION LOOP FOR CAM OPERA- 
TION. CONTACTS RATED 7.5 AMPS. 230¥ AC, 
15 AMPS, JISV AC. BERYLLIUM SPRING AND 
CENTER BLADE, OTHER PARTS BRASS NICKLE- 
PLATED ee 


4720745 RO CBH3746-580 
MAY 45 alt t 


caz- 24617 QcM-1 
SWITCH, LémiT 

DPOT, ONE NOWMALLY OPEN, ONE NORMALLY 
CLOSED, CONTACTS TO OPERATE IN CIRCUIT 
AT 175°335V OC, 31-526 AMPS. REVERSIBLE 
MOUNTENG PLATE, 


ISRE23S1400A 


4/20/45 ORDER # 
BAY 456 A+874381 


cHH- 24618 VF 

SWITCH, TOGGLE 

OPOT, CONTACT RATINGS 6 AMPS. AT 115 
VOLTS. 15/32" BUSHING, BALL TYPE HANOLE. 


4725/45 86029 65 CRPS28-S71) 
MAY 45 


csz- 24619 109 

SWITCH. PUSH BUTTON 

SPST, NORMALLY OPEN, MEMENTARY CONTACT, 
SUNGLE CIRCUIT. CONTACTS RATED S AMPS. 
AT 105 WOLTS. 2 AMPS AT 230 VOLTS, 0-4 
AMPS AT S60 VOLTS. 6 WIRE CONTROL RED 
BUTTON. 


4424745 KB-1 CRVIK-842822 PE 
MAY 45 REV 3 


csZ- 24619-A Toe 

SutTCH, PUSH BUTTON 

SPST» NORMALLY OPEN, HOMENTARY CONTACT, 
SUNGLE CIRCUIT. CONTACTS RATED 6 AMPS. 

AT 115 VOLTS, 2 AMPS« AT 230 VOLTS, 0.4 
AMPS. AT $50 VOLTS. SAME AS *26619 EXe 
CEPT FOR & WIRE CONTROL GREEN BUTTOKe 


424/45 kBI-G208 CRVIK~-842822 P2 
MAY 48 REV 3 

caM- 24620 WAB B5RE23 51425 
SwWhTCH 


SPOT, NORMALLY CLOSED. CONTACTS RATED 10 
AMPS. AT 7& VOLTS DCe 


*CBMI7S6*3006, 756-116, 756-118, 756-487 


756. 252 

4724445 756-3006 *SEE ABOVE - 
MAY 45 

cem- 24621 WAB ESRE23 51623 
SWITCH 


SPOT, NORMALLY OPEN, CONTACTS RATED 10 
AMPS. AT 75V OC. 


#CBNS756-3005, 756-113, 756-814, 756-195 
756-+252 
4724745 766-3005 *SEE ABOVE 


MAY 45 : 


MARRS 


Class 24—Switches 


HATE AMARA, 


CHH- 24622 ToqG 

SWITCH, PUSH BUTTON 

OPST, NORMALLY OPEN. CONTACTS RATED 20 
AMPS, 125 VOLTS OC. BACK CONNECTEO. TwO 
BLACK BUTTONS. 


4724745 3948 K-882641 PI 
MAY 45. REV O 


CHH- 24622-A QcQ-2 

SWITCH, PUSH BUTTON 

DPST, HOR“ALLY OPEN. CONTACTS RATED 20 
AMPS, 125¥ OC. BACK CONNECTED. THO BLACK 
BUTTONS. SAME AS +24622 EXCEPT FOR ADDI- 
TOON OF MOUNTING BRACKETS. 


4/24745 3948 CRVEK=860379 P2 
MAY 45 REV S$ 


cHU- 24623 $s RE 24F 151 
SWITCH, SENSITIVE 

SPDT. ROLLER LEAD ACTUATED. CONTACTS 
RATED 10 AMPS, 125V AC; 5 AMPS, 250Y AC. 
OVERTRAVEL 0.14%", MOVEMENT OUFFERENTSAL 
0.012 TO 0.078, OPERATING PRESSURE 

¥*3 2/2 G2. AUR GAP 0.02" HIN, 


4725/45 82-2RW2T Cu 2BA-10052-57 
MAY 45 {SS 14 


CHH- 24624 Vd-2 

SWITCH, ROTARY 

CONSISTS OF A TOGGLE SWITCH WITH A 
FLATTED SHAFT ANO BRACKET ADDED FOR 
ROTARY ACTION. DPDT. NO OFF POSITION. 
CONTACTS RATED 3 AMPS. 250 VOLTS. 6 AMPS. 
325 VOLTS. CONTACTS SEtLVER PLATED. 


4/21/45 89478G PLUS CRPSL28-5096 
MAY 45 83027 


CARL- 24625 Tor 

SWITCH, MERCURY 

SPST RATED AT 10 AMPS, 110 YOLTS. CART- 
REGGE TYPE GLASS TUBE WITH TWO 5” LONG 
LEADS. CIRCUST COMPLETED WHEN TUBE 4S 
TURNED. 


4/23/45 CARL3C-465-2 C-465-2 
MAY 45 REY. 


CaRL- 24626 Top 

SWITCH, MERCURY 

SPST RATED 5 AMPS. 110 VOLTS. SAtL TYPE. 
OPEN CIRCUSTED WHEN AIR SUPPLY FAILS. 


4023745 CARL IC -43-AlX OR -2396 
MAY 46 REV O 


cez- 24627 top 

SWITCH, PUSH BUTTON 

DP CONTACTS RATED 3 AMPS 115 VOLTS. ONE 
POLE NORMALLY OPEN. ONE POLE NORMALLY 
CLOSED. TwO BUTTONS: GREEN AND REO. 


4/23/45 CB2:BULLETIN 800 Y-4575-0 
MAY 45 ' CHG. 6429742 


cHU- 24628 TOP 
SwtTCH, TOGGLE 
SPST CONTACTS RATED 20 AMPS. 250 VOLTS. 


4423045 CHUS2971 CYUSSKI2-226 
HAY 45 REV O 


3.24-31 


Dea i, rst asioneo ror | GMMR _| 


CAE- 24629 ANssPR-2 
SWITCH, TOGGLE 
OPOT RATED 100 NA AT 28V DC. 


4/26045 CGGs40AT 06311 
MAY 45 iss 0 


cHH- 24630 RBL-3 

SHETCH ASSEMBLY ROTARY 

OPERATES ONE NAVY TYPE 24146 AND ONE 
NAVY TYPE -24147 TOGGLE SWITCH, EACH 
RATED 3 AMPS. 125 VOLTS SECOND PIN ON 
PUN PLATE MOUNTED SO AS TO ACTUATE BOTH 
SWITCHES SIMULTANEOUSLY AND HAVE TOTAL 
CLOCKWISE SHAFT TRAVEL OF 90° +10° -0°. 


4426/45 TS7ONMCMODD CwOs2A278 
MAY 45 (SSUE C 
cHts 24630 


SAME AS -24428 EXCEPT FOR SHAFT TRAVEL. 


CHH- 24631 MK 22 

SWITCH. PUSH BUTTON 

TWO CIRCUITS + ONE CKT. NORMALLY ON, ONE 
CKT. WORMALLY OFF. CONTACTS RATED t AMP, 
AT 125V AC. SLOW MAKE, SLOW BREAK 
MOMENTARY CONTACTS. 


4/26/45 3392 Cws8a-15708 P2 
MAY 46 ISSUE 4 


CAE- 24632 NXsr-e4985 

SWITCH. LEVER 

3 PST. CONTACTS RATED 10 AMPS AT 240 
VOLTS AC. SCREW TYPE TERMINALS. 


4/26/45 B8794K3 490-440 
MAY 45 REV B 


CAE- 24633 K-22 

SWITCH, PUSH GUTTON 

START-STOP TYPE SWITCH WiTH THO PUSH: 
BUTTONS. CONSISTS OF 2 SPST MOHENTARY 
CONTACT SwtTCHES ONE NORMALLY OPEN 
OPEXATED BY A BLACK PUSH BUTTON. ONE 
NOTMALLY CLOSZO OPERATED BY A RED PUSH- 
BUTTON. FLUSH MOUNTING. CONTACTS RATED 
4126/45 86-481-6 Cwr3A-10189-1 
MAY 45 sSSUE 2 


CAE- 24633 
5.5 AMPS AT 440V BC. 


CuA- 24634 LAF-1 
SWITCH, Jack 
3 POT. CENTER OFF POSETION. 


4/26/45 763 ‘ CRB3SW-1026 
MAY 45 tssue a 


MAAR. | PRTSTTTEN 
RESTRICTED 


cate ManUeACTHARE® | aM | 


NAVSHIPS 900,109 


3 .24=32 
A —_ [ann von | a 


TRS 


Class 24—Switches 


vesehaTih RAPER RRS, 


cnu- 24635 QGA RE 26F1S1 
SWITCH, SENSITIVE 

SPOT CONTACTS RATED 10 AMPS AT 12S5V AC, 
6 AMPS. AT 250V AC. OPERATING PRESSURE 
6 TO 9 1/2 O2.3 PRESSURE DIFFERENTIAL 

¥ TO 3 OZS; OVER TRAVEL - 3/16": MOVE- 
MENT OFFFERENTIAL - UNDER 0.0005". 


4726745 BZV-RQD 
MAY 45 


cHH- 24636 acn 
SWITCH, TOGGLE 

3 PST CONTACTS RATED 30 AMPS. AT 250 
VOLTS. 20 AMPS. AT 600 VOLTS. STRAIGHT 
RECTANGULAR HANDLE. 


* 


€COM TYPE 746-67) 
4728/45 80104 CBMSC-152 
MAY 45 5 


CHH- 24637 SK-1M 

SWITCH, TOGGLE 

DPOT, TWO POSITION. CONTACTS RATED 30 
AMPS, 125 VOLTS. SIMILAR TO NAVY TYPE 
-24490 EXCEPT HAS NO CENTER "OFF® 
POSITION ANDO HAS DIFFERENT MIG. LUGS. 


S/1765 80988 40D CGSK-71NTESS<1 
May 45 REVO © 


CMA- 24638 crv-50254 

SWITCH 

3 P BREAK 3 CONTACTS, NON-LOCKING, CON- 
TACTS RATED 5 AMPS. TIOV AC, 60 CYCLES. 
SAME AS -24569 EXCEPT HAS 3 POLES. 


Sfi745 K-189977 
MAY 45 Sus t 


CAUS- 24639 ANsSPT-GA 

SWITCH, PUSH BUTTON 

HORMALLY OPEN, BUTTON ENGRAVED "BATTLE 
SHART", 


$47745 60221 CKV3L-62008-4 
MAY 45 REV 2 


CAE~ 24640 NXsr-s498s 
SWITCH, PUSH BUTTON STATIONS 


2 CONTACTS, NORYALLY OPEN. RATED 10 AMPS 


AT 220V AC, CONTINUOUS DUTY. ONE HOLE 
MOUNTING UNIT, 2 BUTTONS. 


4/26/45 10250-H387-15 A~86-376 
MAY 45 : REV C 


CAE- 24641 wXsr-84988 

SWITCH, PUSH BUTTON: 

REO BUTTON, RATED 10 AMPS AT 220 VOLTS 
AC CONTENUOUS DUTY, § NORMALLY OPEN, 1 
NORNALLY CLOSED CONTACT. ONE HOLE 
MOUNTING UNIT. 


4/26/45 10250-H376-12 4-86-3860 
MAY 45 REV A 


CAE- 24642 Nxsr-84985 
SWITCH, PUSH BUTTON: 


MOMERTARY PUSH BUTTON UNIT, BLACK BUTTON. 


RATED 10 AMPS AT 220V AC, CONTINUOUS 
OUTY, 1} NORMALLY OPEN AND 1 NORMALLY 


CLOSED CONTACT. ONE HOLE MOUNTING UNIT. 


4/26/45 1O250°H375-12 A~86-380 
May 45 REV A 


[eave | MAREE? 
NAVSHIPS 900,109 


cG- 24643 °  TEH TETTS CRED 
TRANSMISSION LENE SWITCHING 

UNITS USED AS TERMINATION & CONNECTION 
BOX FOR FOUR RG-19/U COAXIAL CABLES. 
PROVIDES READY CONNECTION BY MEANS OF 
LUENKS BETWEEN ANY ONE OF TWO TRANSMIT 
TERS AND ANY ONE OF THE 2 TRANSMISSION 
LENES TO THE TYPE CG-471116 ANTENNA 


542445 ML7111760G1 CGsSK62647-13- 
MAY 45 109 
66-24643 


COUPLING UNIT. #NSTALLEO AT REAR OF TYPE 
CG-50259 HIGH POWER AMPLIFIER UNIT. 


cau 24644 UN RE 24F151 
MICRO-SWITCH 

SPST NORMALLY OPEN. CONTACTS RATED 10 
AMPS, 125V AC TO 2 AMPS. 6OOV AC, 1/2 
HP AT 115. 230 AND 460V¥ AC. OPERATING 
PRESSURE 7 TO 8 1/2 OZ, PRESSURE DIF- 
FERENTtaAL 1 1/4 TO 2 OUNCES, OVERTRAVEL 
T/1E", MOVEMENT DIFF. 0.002 TO 0.0903". 
6/3/45  ¥Z=RS Cw23A-10052-6 
MAY 45 iss 13 


CHU 24644 
“S" SPRING PLUNGER ACTUATED, 


CN- 24645 GEN. RADAR USE 

RADAR OROER SWITCH 

6 POSITION, MANUALLY OPERATED. SIMILAR 
TO TYPE CH-24316 EXCEPT FOR 6 CHANNELS & 
A NEW LEGHTING SYSTEM. FOR USE WITH TYPE 
CM-23A4GU RADAR DISTRIBUTION SWITCH 
BOARD. OIMENStONS 9" X 9" KG 3/4" AP- 
PROXIMATELY. SUPPLY: 1915/13/60 FOR PILOT 
5/7145 

MAY 45 


cn- 24645 
LIGHTS. 


CaE~ 24646 AN/CPN+6 

SWITCH, PUSH BUTTON 

SP WITH JUXPER ST, MOMENTARY OPERATING 
ACTION. NORMALLY CLOSED. CONTACTS RATED 
10 AMPS AT 125 VOLTS. 


®CGG PART NO- 40K100906 


578/45 Cab 38871 CGG 3408100905 
MAY 45 CHODIFIEOD (ss. B * 


CHH: 24647 AN/CPN-6 

SWITCH, STOP 

SINGLE POLE. DOUBLE BREAK. NORMALLY 
CLOSED. SILVER CONTACTS RATEO 6 AMPS. AT 
125V AC, 3.2 AMPS. AT 6OOV ACy 161 AMP. 
aT 250¥ OC, 


B/9445 27970 CBM3746-476 
MAY 458 atl @ 


LL aia | 


RESTRICTED 


SEA, [rinse assioneo rox | oAVEREANI, 


cHH- 24648 =WBA 

SWITCH, TOGGLE 

OPOT CONTACTS RATED ¥ AMP. 260 VOLTS. 3 
AMPS. AT 125V. SILVER-PLATEO CONTACTS. 
BUSHING LENGTH $/16". HANOLE END $N 
HALF ANDO SLOTTED. 

OC8mM TYPES 746-93 AND 746-219 


5/9065 1571 CBM:C-145 
MAY 45 QSEE ABOVE 


CHH- 24649 ace 

SWITCH, PUSH BUTTON 

2 CURCUIT, SINGLE THROW, ONE NORMALLY 
OPEN, ONE NORMALLY CLOSED. CONTACTS 
RATED 10 AMPS, 125V AC. 


OCHH2A66-3253, COM TYPE 746-94: 
679/45 613-164 CB%2746-946 
MAY 456 GSEE ABOVE alt oO 


cWw- 24650 acs 
SWITCH, LEVER 
CONSISTS OF 2 SECTIONS A/B, EACH 3P ¥ 


POSIT#£ON, ALL LOCK. (POS. #1) A SECTION 


HAS 2 CLOSED OnE OPEN CONTACTS; 8 SEC- 
TION HAS 2 OPEN ONE CLOSED, (POS. #2- 


CENTER) A HAS 2 OPEN ONE CLOSED; & WAS 2 


CLOSED ONE OPEN. (POS. #3) A HAS 2 
$139745 479HL 
MAY 45 CEMSITYPe 746-14 


cLoseo cw- 24650 
ONE OPEN. @ HAS 2 CLOSED ONE OPEN. CON- 
TACT RATINGS O15 AMP. NON-INOUCTIVE 0.4 
AMP. INOUCTSVE BOV OC. 


cMu- 24651 QCN-4 RE 24F 151 
SWITCH, SENSITIVE 
SPST, NORMALLY OPEN. CONTACTS RATED 10 


AMPS, 125¥ AC, S AMP. 250¥ AC. OPERATENG 


PRESSURE 6 TO 9 1/2 OZS. PRESSURE O1F- 


FERENTIAL - 1 TO 3 OZS, OVERTRAVEL 3/716 
(NCH, MOVEMENT DIFFERENTIAL 0.0005" MAX. 


579745 YZV-RQI CBM3546-854 
MAY 45 


com- 24652 SR-2 
SWITCH. LEVER 
10 SECTIONS OF SPDT, SINGLE 8REAK. CON- 


TACTS RATED 10 AMPS, 110V AC. NON-IHOUC- 


TIVE, NORMALLY CLOSED IN ONE POSITION. 
LOCKING @N ONE POSITION, NO THROW IN 
OTHER POSITION. 


S/10445 4101 SERIES CRVIP-718846-6 
MAY 45 REV @ 


cG- 24653 $R-2 
SWITCH, PUSH BUTTON 
SPDT, MOMERTARY CONTACT. ONE CIRCUET 


NORMALLY OPEN, ONE NORMALLY CLOSSO. CON- 
TaCTS RATEO 30 AMPS. 415¥ AC. TWO BREAKS 


PER CIRCUIT. BLACK PUSH BUTTON. 


§410/45 5728348G-2 CRV2K-892867-2 
MAY 45 REV I 


CG-24653-A SR-2 
SWITCH, PUSH BUTTON 
SPDT, MOMENTARY CONTACT. ONE CIRCUIT 


NORMALLY OPEN, ONE NORMALLY CLOSED. CON- 
TACTS RATED 30 AMPS, FISV AC. TWO BREAKS 


PER CIRCUIT. SAME AS -24653 EXCEPT HAS 
REO PUSH BUTTON. 


5/10445 &7283548G6-3 CRVIP-892867-1 


MAY 45 REV 1 


CBMs766-16 ALT O 


[ SHANG FIRST ASSIGNED FOR | aA ARLAS 


“ CHH- 24654 SR-2 
SwtTCH, ROTARY 
OPST. SINGLE BREAK. CONTACTS RATED 60 
AMPS, 600V AC. 


5/10/45 NAVY PACKET CRVSM-435204-1 
MAY 45S REV 2 


cAYo- 24655 sr-2 

SWITCH, AUR INTERLOCK 

SPST, SINGLE BREAK, CONTACTS RATED 0.6 
AMP, LIOV AC, NORHALLY CLOSED. TO OPEN 
AT AUR PRESSURE OF | 1/2 £ 1/2 IN. OF 
WATER, AND CLOSE AT PRESSURE OF 3/4 + 
1/4 1Ne OF WATER. 


5/10/45 6696-R CRVEM-439050-1 
MAY 45 . REV + 


CAE> 24656  AN/SPT-6A 

SWETCH, TOGGLE 

SPST, NOMINAL RATEING 20 AMPS, 24 VOLTS. 
MOVEABLE CONTACTS, SILVER INLAY: STA- 
THONARY CONTACTS, S4LVER: NON-SHORTING 
BAKELITE (NSYLATION, FLUORESCENT TIP ON 
TOGGLE. TWO SCREW TYPE TERMINALS. 


577745 8801 K2 CKVSA-62045-1 
MAY 45 REV 2 


caeE- 24657 
SwiTGH, TOGGLE 
DPST, NOMINAL RATING 20 AMPS. 24 VOLTS, 
MOVEABLE CONTACTS, SILVER SNLAY: STA- 
THONARY CONTACTS SILVER; NON-SHORTO(NG 
BAKELITE SNSULATION, FLUORESCENT TIP ON 
TOGGLE. TWO SCREW TYPE TERMINALS. 


AN/SPT-6A4 


5/7/45 8822 KI CKVA-6206E-2 
MAY 45 REV 2 


caE- 24658 
SWITCH, TOGGLE 
SPOT. SHORTUING 20 AMPS 24 VOLTS. TWO 
SCREW TYPE TERMINALS. BOTH CIRCUITS OPEN 
WOTH LEVER IN CENTER POSITION. LEVER 
THROWN UN ONE OIRECTION CLOSES ONE CIR- 
CuUIT. THROWN $N OTHER POSITION CLOSES 
SECONO CIRCUIT. LUMINOUS TIP ON TO@GLE, 
6/7745 8800 K2 CKV3A°62052°1 
MAY 45 REV O 


AN/SPT-6A 


CATK- 24659 AN/ARQ-10 RE 24F 151 
SWITCH. SENSITIVE 

SPST, NORMALLY CLOSED, RATED 10 ANPS,, 
HISV ACS 5 AMPS, 250V AC. PRE-TRAVEL 
DAVE", OVER-TRAVEL 1/32". MOWEHENT DIF- 
FERENTIAL 0.015". OPERATING PRESSURE 4°5 
0Z., RELEASE PRESSURE 2-3 OZ. LEAF TYPE 
ACTUATOR, SAME AS RC-5L EXCEPT HAS 
§/8/45  RC-5L HOD. CFISNCP-40-18- 
MAY 45 99 


CATK- 24659 
SHORTER LEAF. 


coM- 24660 sR-2 

SWITCH, LEVER 

DPST - SPOT, CONSISTS OF 2 SINGLE POLE 
BREAK PAIR. OF CONTACTS AND | SPOT SET OF 
CONTACTS. 3 POSITIONS ALL LOCKING SIL- 
VER. NON-WEPING CONTACTS RATEO AT 10 
AMPS. TIOV AC. 


5410/45 6303 CRVEP-719849e1 
NAY 45 sub 0 


665197 O - 45 - 24 


Class 24—Switches 


3.24-33 


FIRST ASSIGNED For | RAVE ORAWING | 


vee 


oeNeh ation FIRST ASSIGNED FOR ONAL RBA INS, | ‘ 


cW- 24661 FSA 

SWITCH, LEVER 

CO:uSISTS OF 1 SECTION OF CONTACTS 2 SETS 
OF SPOT EACH IN FRONT AND BACK HALF. 35 
POSETHEONS LOCKING. CONTACTS RATED 0.5 
AMPS AT 48V NOMENAL AND 56 VOLTS HAXIKUM 
OC. 


S/10745 O-162161AL Cw3BA-108930 
MAY 45 ‘ss 1 


CHHs 24662 FSA 

SWITCH, ROTARY (SNAP ACTION) 

DPST, CONTACTS RaTEO 10 AMPS AT 115V AC, 
& AMPS AT 230/450/600V AC; 10/5/3/2 AMPS 
AT 415/230/450/600V OC. SIMILAR TO NAVY 
TYPE -24406 EXCEPT FOR USE OF 0.190-24 | 
TAPPED MIG HOLES. SHORTER SHAFT AND TAP- 
PED HOLE IN EXD OF SHAFT. 

8/10/45 CHH:8421250 CWEKS=15119 

MAY 45  CWEKS-15119-LO4 FIG 3SK-1 ISS 1 


CHH- 24663 WK 36 

SwWtTCH, PUSH BUTTON 

DPDT, MOXENTARY CONTACT. CONTACTS RATED 
1 AMP 250¥, 3 AMPS 125V. 


S/11745 3581 CG3K-7108514-1 
MAY 45 REV O 


CATK- 24664 TS-35A/AP 

SWITCH 

SPOT. SNAP ACTION TYPE. CONTACTS RATED 
15 AMPS, 115V AC, 0.040" GAP, OPERATING 
FORCE 16 TO 20 OUNCES, MOVEMENT OIFFER- 
THAL 0.010 TO 0.019", 1/32" PRE-TRAVEL, 
1752" OVER-TRAVEL. 


S/IE/45 4HD4-1A Cw3BA-10252-27 
MAY 45 tss 2 


CAE> 24665 TS-35A/aP 

SWiTCH, PUSH SUTTON 

SPST, NORMALLY OPEN, CONTACTS RATED 0.75 
AHP AT 125V, 0.25 AMP AT 250V AC. BUSH- 
ING 18/32" LONG. 


S7II/45 BALI KS CWrBA-10248-°8 
MAY 45 (ss 2 


CHH- 24666 WEB 

SWITCH, TOGGLE 

DPOT, TWO POSITION, CONTACTS RATED 10 
AMPS. 125 VOLTS, 5 AMPS. 250 VOLTS. 378" 
BUSHING. BALL TYPE LEVER. 


$/15745 80976 CBMS746-115A 
MAY 45 aut} 


comM- 24667 HK 33 

SWETCH. MULTIPLE 

2POT WITH NEUTRAL POSITION, NON-LOCKING 
EACH SIDE OF NEUTRAL. CONTACTS KATED 3 
AMP. [10V AC CNON-ENOUCTIVE). 


5/15/45 04473 CG24-7474555e1 
MAY 45 REV 1 


CHH- 24668 weB 

SKITCH. TOGGLE 

4POT THREE PASITION SHITCH WITH A POSI- 

TAVE OFF NEUIRAL POSUTION. CONTACTS RAT- 
€D0 40 AMPS. 125 VOLTS, 5 ANPS 250 VOLTS. 
BUSHING LENGTH - 3 1764". 


6/19745 80985 CATALOG 
MAY 45 CBM TYPE 746-165A 


RESTRICTED 


CHH: 24669 OAH-3 

SkEITCH, TOGGLE 

OPST. ZATED 6 ANPS 125 VOLTS. BALL TYPE 
LEVER. BUSHING LENGTH 13752". 


$/15/45 3810098 CADUSI 0382-73 
KAY 45 . REV O 


CHH- 24670 OaH-3 

SWITCH, PUSH BUTTON 

DPST, RATED 6 AMPS 125 VOLTS, MOMENTARY 
CONTACT. NORMALLY CLOSED. 


5/16/45 81084-A CADYS10382~74 
MAY 45 REV O 


cuu- 24671 8 =weEB 

SWITCH, SENSITIVE 

SPOT CONTACTS RATED 10 AMPS. AT 125V AC, 
5 AMPS. AT 250V¥ AC. OPERATING PRESSURE - 
UNDER 7 QUNCES. PRESSURE DIFFERENTUAL - 
1} TO 3 OUNCES; OVERTRAVEL 1/16". MOVE- 
MENT DIFFERENTIAL 0.0007" OR UNDER. 
Ocean TYPE 746-50-8 
5/16/45 82-888 

MAY 45 GSEE ABOVE 


CATALOG 


CAE- 24672 RAL-8 
SWITCH, TOGGLE 

DPST CONTACTS RATED 3 AMPS. AT 250 VOLTS. 
$5/732° BUSHING. BLACK NICKEL FINESH. BAT 
OR BALL TYPE HANDLE. 


$/17745 8360 CMX3CH60080G3 
MAY 45° REV C 


-24673 = RAL-6 
SWETCH, PUSH BUTTON 
SPST NORMALLY OPEN, MOMENTARY CONTACT. 
NEGLIGIBLE CONTACT RATINGS. 


RCRVEK*815770 Pl-2-3-4 REV 3, K-815773 
Pi REV 5: K-57452 P67 REV 6, 

Cmx 34160085 REV O 
S/17/45 CRV: 

YUNE 45  CMX:X4160085 


CRVEK-855769G- 
SOt, REV 3 * 


CcT- 24674 RAL-6 

SWITCH, LEVER 

4POT, 3 POSITION SWITCH. CONSISTS OF 2 
BANKS OF SWITCHES -2SPDT SWITCHES ON 
UPrcw BANK, 2SP0T SWITCHES (NW LOWER 
BANK, CONTACTS RATED 1 AMP. AT 48 VOLTS 
O.C. OR A.C. MOUNTING PLATE AND 
ESCUTCHEON ARE NOT INCLUDED WITH THIS 
8/17/45 172-ACK00) C&XV3K-855530 P2 
JUNE 45 REV 2 


cer 24674 
SWITCH. 


cRP- 24675 so-tt 

PUSH BUTTON STATION 

SPST. TWO BUTTON, ONE MARKED "STOP", 
OTHER MARKED "START", WATERPROOF, 


8/19/45 RX-1649 M-34T-1 
MUNE 45 $us 0 


“uae | SBMA | 
\ 
* NAVSHIPS 900,109 


Class 24—Switches 


ONT [rear assioweo von | GAT RANI, 


Ty ] NAVY DRAWIN 
DREAM jrinsy assicnam ror | RADE GRUXHIGN 


CRHH- 24676 su,su-1 

SWITCH, TOGGLE 

OPOT. NO OFF POSITION. CONTACTS RATED 1 
AMP. AT 250 VOLTS, 3 AMPS. AY 125 VOLTS. 
BALL TYPE HANDLE. 7716" BUSHENG. 


$/21745 20995¢MaOD) C3M5746-457 
JURE 45 ALT O 


CHH- 24677 su.su-i 

SWITCH, PUSH BUTTON 

SPST NORMALLY OPEN, CONT CTS RATED 3 
AMPS AT 250 VOLTS. 6 AK S$ AT 425 VOLTS. 


BUSTING LENGTH 9716". NCLUDES REO SNAP-) | 


ON BUTTON, 
§/21745 81105 COMSSKETCH 
JURE 45 


CGE- 24678 ToH SERIES 

SWHICH, LiMtT 

LEAF TYPE SPST NORMALLY CLOSED. CONTACTS 
RATED 8 AMPS. AT 28 VOLTS 0.C.~ CONTACTS 
1/6" OA. SELVER. 


S/21745 COL:2694000 00 
SUNE 45 REV O 


CAU- 24673 TOH SERIES 

SwtTCH, LEVER KEY 

COuSISTS OF 2 BANKS OF SWITCHES, ONE 
BANK HAVEING 3 SPOT AND 4 SPST NOR#ALLY 
CLOSED CONTACTS, THE OTHER HAVEING 3 SPOT 
COWTACTS. CONTACTS RATED $ AMPS, 110 
WATTS. 


H/21445 H-77041-3 €0L:33745000 00 
JUNE 45 REV O 


cAu- 24680 Ton series 

SWITCH, LEVER KEY 

CONSISTS OF 4 CONTACTS HORMALLY CLOSED 
UN HEUTRAL POSITION. UPPER POSITION CON- 
SESTS OF 2 SPOT (MAKE-BREAK) CONTACTS, 
ONE OW LEFT AND ONE ON RIGHT LOWER 
POSITION HAS 2 SPDT (MADE-3REAK) CON- 
TACTS SUtMMARLY: CONTACTS RATEO 3 AMPS, 


54/21/45 H-70224-1 COL:574 1000 00 
JUNE 4 5 REV O 

cau- 24680 
110 WATTS. 


CaTK- 24681 TOH seRIcs 
SWITCH, SENSETIVE 
SPST NORMALLY OPEN. CONTACTS RATED 3 
AMPS. 450¥° AC, 5 AMPS. 250¥ AC. 10 AMPS. 
V15V AC. 1000 WATTS. OPERATING PRESSURE 
2 CZS. OR LESS. MOVEMENT DIFFERENTIAL 

* 0.003". TO WITSSTAND 200 HR. SALT SPRAY 


TEST. 
5/21/45 X-CODE 082i Col:260 0002 00 
SUNE 45 REV @ 


cuu- 24682 K-22 

SWITCH, PUSH BUTTON 

DPST, MOMENTARY CONTACT, NORMALLY OPEN. 
CONTACTS RATED 3 AMPS. AT 250 VOLTS. 6 
AMPS'AT 125 VOLTS. 9716" BUSHING. 


$/22/45 81084-BA CWsESA-+676800-5 
JUNE 45 ISSUE 43 


[este MASTAGWASES | AANHAPTUREN 


CONTACTS RaTED 3 AMPS. 250 VOLTS. BUSH- 


[HAMAR [easy assieneo ror | oKAPEIRELNEN 


CatU- 24683 MK-22 cu- 24690 
SWITCH, TOGGLE ar sovwe 
4POT. 2 POSITION, CONTACTS RATED 5 AMPS * 


250 VOLTS, 10 AMPS, 125 VOLTS. 72" 
BUSHING WITH NO TURN SLOT 3/2" BALL TYPE 
HANDLE. 


SCHH SPECIAL 80950 


S/22/45 Su-41 
JUNE 45 OSEE ABOVE 


CAEUSAP-1409-1 


cHH- 24684 Roz. 


SWITCH, PUSH BUTTON 
SPST, NORMALLY ON, MOMENTARY CONTACT. 


cw- 24691 PH 

SwWtTCH, LEVER 

2 POSETIONS LOCKING, NO THROW #H BACK 
POSITION, BACK HALF CONSEtSTS OF t DPST 
SECTION AND 4 SPOT SECTLON. CONTACTS 
RATED 1 AMP NON-tNOUCTIVE LOAD 3/4 AMP 


ONS 172". TERMINALS EMERGE FROM ENDS. 
SWITCH TO WITHSTAND 200 HR. SALT SPRAY 


VEST: ENDUCTIVE LOAD AT 50¥ DC. 

eee B1O75CA CearHes Orel 5/25/45 D-161695-AL BA-100912+9 
MAY 45 ss. 2 

caTK- 24685 ss ccc- 24692  s0-soa 

eu enantio e) SWITCH. LEVER 

SPOT, CONTACTS #4TED 15 AMPS, LISY. AC. : 


DPDI. THREE POSETION. NON-LOCKING. NEU- 
TRAL POSETION NORMALLY OPEN. CONTACTS 
RATED. 10 AMPS. T25V AC, 2 AMPS. 825V BC. 


OPERATING P%c SURE 10-15 OZ, MOVEMENT 
OLFFEREN -L 0.005-0.009: PRE-TRAVEL 


1752"; OVER-TRAVEL 1/32", 


8423/45 SHDZ-1A CusB A025 2-25 5/25/45. HCL+28-30-28-30 CRP:U28-SO71 P2 


JUNE 45 ISSUE 2 aaiae RECS iN 


cHH- 24686 ss cuu- 24693 SF 


SWITCH, TOGGLE SWITCH, SENSITIVE 


aaa ROBEAe Tae woot ee rey ennepue en SPST NOR®ALLY CLOSED. CONTACTS RATED 10 
anette . : ANPS. 125V AC, 5 AMPS 250V AC, $ AMPS. 


MOUNTING SLEEVE; 23/64" SLOTTED TYPE 460V AC, 2 AMPS. GOOY AC. OPERATING 


EVER PRESSURE - UNDER 7 OZS. PRESSURE DIFFE- 
RENTIAL + 1 TO 3 OZS. OVERTRAVEL - 


Gcen TYPE 746-335 


54235045 B81027-AK CW:CSA-€7€600-€2 


a 9/25/45 WZ-RS COM3746-355 
SUNEN AS .. ESSUENSS MAY 45  @SEE ABOVE ALT 0 
: P-1M 
cG- 24687 = Ss cru- 24693 


SKITCH, GANG 

GPOT (CONSISTS OF 6 SPOT SHWITCHETTES 
EACH WITH ONE NORSALLY OPEN CONTACT AND 
ONE NORSALLY CLOSED}. CONTACTS RATED 406 
AMPS AT $2 OR 24V OC, 10 AMPS. AT £35 OR 
230V AC. 


0.005" 10 0.20". MOVEMENT OtFFERENTIAL - 
0.0007" HAX. 


$/25/45 CR-1070-E105C2 “6G2K-57N995 
JUKE 45 a REV, 2 


CHH- 24688 SR-2 


SWITCH, ROTARY ASSEMBLY: cum- 24694 = $F 


: 3s SWITCH, SENSITIVE 
$PaT. RATEO 3 AMPS 250 VOLTS, FLAT ON : 

PURE IOTO EO DBO WHEN, AN EXLTREHEN CLOCKS “SPST NORMALLY CLOSED CONTACTS RATED 15 
Wise BOStTIORS . AMPS. 125V AC. 765 AMPS 250¥ AC, 3 AMPS. 


460V AC \2 AMPS. 6OOV AC. OPERATING 
PRESSURE - S$ TO 12 OZS. PRESSURE DIFFE- 
{aL - 20 10 70 & OPERATING PRESSURE, 
5/16/45 K-63868. CRVIK-867347-2 746-335 ALY O (FOR DIMENSIONS ONLY? 
BAY 45 SUB 3 25/45 MZR CBM TYPE *SEE ABOVE 

: : MAY 45 746-353 


cRY- 24669 YR 


SWITCH, LEVERS cum- 24694 
CONTACT ASSEMBLY: POSITION 1!-B8REAK, 3 OVERTRAVEL 0.0035 TO 0.007. MOVEMENT DEF- 
MAKE 2: POSITION 2-8REAK 2, MAKE 2, : FERENTEAL - 0.0015 TO 0.003. SPECIAL 


BOTH POSITIONS NON-LOCKING. CONTACTS ACTUATING Ptk. 


RATED 3 AMPS. SOOV OC BREAKDOWN TEST. 
NICKEL SILVER CONTACT SPRINGS. 


5/20/45 
MAY 45 


Cw- 24690 en 

SWITCH, LEVER: 

2 SECTIONS, LOCKING, NO THROW EN BACK 
POSITION, BOTH HALVES OPERATE SIMULTANE- DPOT FOR CCax CIRCUIT. TWO POSITION, TWO 
OUSLY. BACK HALF CONSISTS OF 2 OPDT SEC- COMMON TERMINALS CONNECT wtTH TWO TERME- 
THONS, FRONT HALF CONSISTS OF 1 OPOT NALS IN POSITION, AND WITH TWO OS FFERENT 
SECTION CONTACTS RATED t AMP. NON- TERMENALS (H OTHER POSIT(OW. HAS BRITISH 
TNOUCTIVE LOAD, 3/4 AMP INOUCTIVE LOAD PYE TYPE FITTINGS. 


5/25/45 0-161893AE BA-100912-8 
MAY 45 iss 2 7 5126745 3557-43 
acne] MAY 45 


cHi- 24695 GEN. USE KELOOAATI2B 
SwiTCit, LEVER 


NRLYRA 24F202 


MUG? | ABWIIAPRAEA 


~ NAVSHIPS 900,109 


bare asa? | SANRIATURA | 
"RESTRICTED | 


Class 24—Switches 


[sare "| MORMEARTHRE SAMRAT 


3.24-35 


SETI, rast assionto rox | ATTEN | 


HEABLARE _[rnsr assionsp rox | giASLPAKIG, [aie [rst asioneo ron | AMMAR, | 


CAE- 24696 Q8F,QUA 

SWITCH, TOGGLE: 

3 POT, CONTACTS RATED 75 AMPS, I5V DC, 
ANO 22 AMPS, t25V AC. BAT TYPE LEVER 

WITH RADIOACTIVE TEP, FLUSH MOUNTED. 


5/26/45 8745K6 CWEBATLOI77-9 
KAY 45 iss. 7 


cae> 24697 QBF, QUA 

SHITCH, TOSGLE 

4PST, CONTACTS RATED $0 AMPS. I5V De, 
AND 20 AMPS, 125V AC. BAT TYPE LEVER 
WETH RADIO-ACTIVE TIP. FLUSH MOUNTEO. 


5/26/45 8883K2 CHsBA-t0177-40 
MAY 45 iss. ? 


CAE- 24693 QBF. QUA 

SWITCH TO5GLE 

3PST, CONTACTS RATED 75 AMPS, I15V DC, 
AND 22 AMPS, 125V. AC. BAT TYPE LEVER 
WITH RADIO-ACTIVE TIP. FLUSH MOUNTED. 


5/26/45 8740K6 CWSBA-bON77-11 
JUN, 45 {SSué 7 


csz- 24699 ToN-2 
SKITCH, LEVER 
3PDT, CONTACTS RATED 50 AMPS. 250 VOLTS. 


5/28/45 82352 82342, 82352 
MAY 45 


csz- 24700 TON-2 
SWITCH, LEVER 
DPOT. COKTACTS RATED 30 AMPS, 230 VOLTS. 


5/28/45 $8251-C 38251-C 
JUN. 45 


csz- 247014 ToN-2 
SWITCH, LEVER a 
SPST, CONTACTS RATED 100 AMPS. 236 VOLTS. 


5/28/745 88353 88353 
NAY 45 


cFT- 24702 ToN-2. 

SWITCH, LEVER 

4PdT, CONTACTS RATED 1 AMP AT 8500 VOLTS 
PEAK. PROVIDED WITH MOUNTENGS FOR 2 HIGH 
VOLTAGE FUSES. 


SAZB/4S F-2E1S5-12d-t Fe2ri35-42U-4 
HAY 45 


CFT- 24703 ToON-2 


“SWITCH, LEVER 


4P9T, CONTACTS RATED 1 AMP AT 8500 VOLTS 
PEAK. PROVIDED WITH MOUNTINGS FOR ONE 
HGH YOLTAGE FUSE. ~ 


S/28745 F-24535 -125-2 F-21035-123-2 
MaAY'45 


ASSIGNED 


cGt- 24704 so-74s7H# 

SWITCH. PUSH BUTTON 

1 CONTACT NORMALLY OPEN, 1 CONTACT NOR- 
MALLY CLOSED. CONTACTS RATEO 10 AMPS. aT 
608V AC. TWO BUTTONS - RED FOR "STOP", 
BLACK FOR “START, 


B/25/45 2254-8 CRP3U28-5101 P2 
MAY 45 © REV. ¢ 


cot- 24705 SO-7MFIN 

SWITCH, PUSH BUTTON 

2 CONTACTS, BOTH NORMALLY OPEN. CONTACTS 
RATED 10 AMPS. AT 600 VOLTS AC, THO 
BUTTONS - RED FOR “STOP”, BLACK FOR 
"START". 


B/25/45 2251-8 CRPSUZ8-SIOE PS 
MAY 45 REV. C 


CFT- 24706 toNn-2 

SWITCH, LEVER 

4PDT, CONTACTS RATED 1 AMP AT 8500 VOLTS 
PEAK, WO PROVISION FOR FUSING. 


5/28/45 F-29335-125-3 F-21135-125-3 
MAY 45 


cuM- 24707 BDI 

SWIFCH, SENSITIVE 

SPST WORMALLY OPEN. CONTACTS RATED § 
AMPS. 125V AC. OPERATING PRESSURE ~ 6 

TO 14 OZS. PRESSURE DIFFERENTIAL - 20 70 
70% OF OPERATING PRESSURE. OVERTRAVEL - 
0.003 TO 0.007. NOVEMENT DIFFERENTIAL - 
0.006". LEAF SPRING ACTUATOR ALLOWS 
6/23/85 NGL: PL" TYPE CUMS CATALOG 
MAY 45 ACTUATOR PAGE § 


cum- 24707 
SHITCH TO OPERATE AT PRESSURE AS LOW AS 
2 02. 


crv- 24708 wT 

SWITCH BOX 

INCLUDES A S POLE, 3 POSITION ROTARY 
SWITCH FOR SWITCHING FROM NORMAL TO 
EITHER GENERATED TARGET TRACKING (GTT) 
OR MAINTENANCE OF TRUE BEARING (MTB). 
WELDED SHEET STEEL, DRIPPROOF EXCLOSURE 
DESIGNED FUR EITHER BULKHEAD OR OVERHEAD 


5/29/65 cs-88 
HAY 45 

crv- 24708 
MOUNTING. 


cw- 24709 QBF, QUA 

CONTACT SPRING ASSEMBLY 

SPST, NORMALLY OPEN. CONTACTS RATED 372 
AMP. AT 56V DC. CONSISTS OF A CONTACT 
SPRING PILE-UP MOUNTED ON A STEEL DISC 
TYPE BRACKET. INCLUDES 2 Ag STEEL POST. 


S/25/45 ESK-642525°AE ESX-642525-AE 


NAY 45 tSS. 6 assiqnan 


cu- 24710 QBF, QUA 

CONTACT SPRING ASSEMBLY 

SPST, NOR*ALLY OPEN. CONTACTS RATED 1/2 
AmP. AT SGV OC. CONSISTS OF A CONTACT 
SPXING PILE-UP MOUNTED ON A STEEL DISC 
TYPE BRACKET. SAME AS +24709 EXCEPT DOES 
NOT INCLUDE STEEL POST. 


$/29745 ESX-642526-AL ESX-642526-AL 
MAY 456 «ss. 7 


cw 24711 QBF, Qua 
CONTACT SPRING ASSEMBLY 
CONSISTS OF 6 PILE-UPS, EACH HAVING 2 
SPST NORMALLY OPEN CONTACT ASSEMBLIES. 
CONTACTS Raved 1/2 AMP AT S6V OC. CON- 
TACT SPRENG PILE-YPS ARE MOUNTED ON A 
"YU" SHAPE STEEL BRACKET. 


$729/45 ESX-+642526°AN ESX+642526-AM 
MAY 45 tSSe 7 


cw- 24712 QBF, Qua 

CONTACT SPRING ASSESBLY 

SPST, NO@“ALLY OP CONTACTS RATED 172 
AMP. AT 56V OC. C 1STS OF A CONTACT 
SPRENG PELE-UP MOUNTED ON A STSEL ONSC 
TYPE BRACKET. SIMILAR TO 24709 EXCEPT 
DISC ASSEHSLY MAS BEEN MODLFIEO. 


5/29/85 ESK-642526-AK  ESK-642526+AK 
MAY 45 (Ss. 7 


ch- 24713 QBF, QUA 

CONTACT SPRING ASSEMBLY 

SPST, NORMALLY OPEN. CONTACTS RATED 172 
AMP. AT S6V OC. C 1S¥S OF A, CONTACT 
SPRING PILE -UP 40 £9 ON A STEEL BRAC- 
KET. SANE AS -247959 EXCEPT FOR MOUNTING 
BRACKET. 


5/29/45 ESX+642526-AP ESX+642526-AP 
MAY 45 (Ss. 7 


cu- 24714 QBF, QJA 

CONTACT SPRING ASSEMBLY 

SPST. NOR“ALLY OPEN. CONTACTS RATED 442 
AMP, AT S6V OC. CONSISTS OF A CONTACT 
SPRING PILE-UP MOUNTED ON A STEEL "L® 
SHAPE BRACKET. SAME AS -24799 EXCEPT FOR 
MOUNTING BRACKET. 


E/29/745 ESX~-€42527-AS ESX-642527-AS 
MAT 46 (SS. 7 


cw- 24715 QBF, @JA 
CONTACT SPRING ASSEMBLY 
CONSISTS OF 2 SETS OF SPST NORMALLY 
OPEN CONTACT SPRING PILE-UPS NOUNTED 
ON A STEEL DISC TYPE BRACKET. CONTACTS 
RATED 1/2 AMP AT SEV OC. 


S/729445 ESX-S4933T-EL ESX 649350 ~-Eb 
MAY 45 iss. 6 


CHH- 24716 HCA 

SwtTCH, TOGGLE: 

OPST CONTACTS RATED 15 AMPS. 425 VOLTS, 
10 AMPS. 250 VOLTS. BALL TYPE HANOLE. 
BUSHING LENGIN $9/32", . 


8/30/45 80502 CHH, CAT. 
JUN, 45 CBM-746-180 PG 18 
cag- 247127 — ger-t z 


SWITCH, PUSH BUTTON: 

SPIT NOSMALLY CLOSED. CONTACTS RATED 
10 AMPS. AT 125 VOLTS AC CONTINUOUS. 
RED BUTTON OR BLACK BUTTON. 


BCAESABG-322 
5/39/45 631-118 CBM:C+35 
SUR, AS Cb 146-248 SEE ABOVE 


VATE 


. ISSUED eee ee 
[ARATE ae ware | SARTRE? | ASR | 


RESTRICTED 


NAVSHIPS 900,109 


3.24-36 


_CHH- 24718 WFA 
SWITCH, PUSH BUTTON: 

OPST NORYALLY OPEN CONTACTS RATED 6 AMPS 
“AT 125V AC. 6/2" BUSHING. SIMILAR TO 
724492 EXCEPT FOR TYPE OF BUTTON. = 


5/31/45 81084 CBM-746-533 
JUN. 45 ALT oO 


CUM- 24719 WA 

SWITCH, SENSITIVE: 

SPST NORMALLY OPEN, CONTACTS RATED 28 
AMPS. AT 28V DC 17 AMPS 125¥ AC. OPERAT- 
ING PRESSURE 6 TO 16 OZS.; PRESSURE 
OIFFERENTEAL -20 TO 70%.0F OPERATING 
PRESSURE; OVERTRAVEL 3/16" TO 7/32" 
MOVEMENT, DIFFERENTIAL 2.00%" TO .003" 
5/31/45 MZGPNF 

JUN, 45 CBM-746-579 


cvn- 24719 
NEOPRENE SEALED SPRING PLUNGER, 


caY- 24720 TBL-10 
SWITCH PUSH BUTTONS: 
SPST MOMENTARY CONTACT, CONTACTS RATED 


3 ane aT 250¥ OC, 


#CAY25-A-466 


8/51/45 Sgsti4s6s8 CAV 724533 
JUN. 46 gevis * 


NAVSHIPS 900,109 


Class 24—Switches 


OBAMA |riast assronen ron | MAL RRAMINS oT ASLAN, SAR, oH ARN, 


RESTRICTED 


